BY APPOINTMENT TO 
H.R.H. THE PRINCE OF WALES 
MANUFACTURER AND DISTRIBUTOR 
OF CERAMIC TILES AND BUILDING PRODUCTS. 
PORCELANOSA GROUP LIMITED 



URY TOYS 



PORCELANOSA was founded more than 40 years ago in a small village by the Mediterranean Sea in Castellon, 
Spain. Since then, we have been providing architectural and design solutions to homeowners and the A&D community 
with unparalleled innovation, quality, and service. The same family who founded the company back in 1970 still runs 
it today under the same values of work ethics and integrity. 

PORCELANOSA has experienced incredible growth and today our global presence extends to 80 different countries 
through more than 400 company owned showrooms, distribution centers and an extensive network of independent 
distributors and retailers. Our unique distribution model allows us to bring to you the latest in European design well 
ahead of independent distributors. 

PORCELANOSA started operations in the United States more than 20 years ago and have rapidly grown to become 
the choice resource for discriminating homeowners, builders, architects and designers. Our effective infrastructure of 
showrooms, retail partners and distribution centers enables us to inspire you with the latest product exhibits, rapidly 
deliver and tirelessly support the pre and post sales services so many have come to expect from the trusted leader 
in the Tile, Kitchen and Bath industry. 
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18 7/8' 




BAMBU 



General Features 

- Soft-close drawer system 

- Pull-out drawer for extra storage 

- Cut-out for drains 

- High quality & extremely durable hinges standard 

- Wall mounted 



Available Colors 




Component Description Dimensions Code Points 

A. (OPTION 1) BAMBU BPS 60 VANITY - GLOSS WHITE 23 5/8" X 18 7/8" X 18 1/8" G105470001 1QQ5_ 

(OPTION 2) BAMBU BPS 60 VANITY - GLOSS SHADOW GREY 23 5/8" X 18 7/8" X 18 1/8" G105470005 1005 

B. (OPTION 1) C0UNTERT0P WITH INTEGRATED SINK - GLOSS WHITE GLASS 23 3/4" x 4 1/8" x 18 1/2" G105490002 620 

(OPTION 2) C0UNTERT0P WITH INTEGRATED SINK - GLOSS SHADOW GREY GLASS 23 3/4" x 4 1/8" x 18 1/2" G105490001 620 

C. BAMBU MIRROR 21 5/8" x 23 5/8" x 7/8" G 105470004 143 

D. INTERIOR ORGANIZER 14 5/8" x 2 3/8" x 10 1/4" G 105490005 88 

E. P-TRAP MINI - CHROME G619999026 85. 

F. SPACER - STEEL 20 mm G610099003 37 
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14 1/8" 



General Features 

- Soft-close drawer system 

- Pull-out drawer for extra storage 

- Cut-out for drains 

- High quality & extremely durable hinges standard 

- Wall mounted 

Available Colors 



GLOSS 
WHITE 



13 3/4" 




D. 



2 3/4" 




3 7/8" 



23 5/8" 





19 5/8" 



Component Description 


Dimensions 


Code 


Points 


A. (OPTION 1) BASICO COMPAC VANITY- GLOSS WHITE 


23 5/8" x 14 1/8" x 13 3/4" 


G300011492 


674 


B. (OPTION 1) CERAMIC BASIN - ONLY FOR VANITY UNITS BPS-1 


23 5/8" x 2 3/4" x 13 3/4" 


G619000035 


541 


C. (OPTION 2) BASICO COMPAC VANITY 2 DRAWERS - GLOSS LACQUER 


23 5/8" x 19 5/8" x 18 1/2" 


G300014160 


1077 


D. (OPTION 2) COUNTERTOP WHITE WITH BASIN (USE OVERFLOW G619999024) 


23 5/8" x 3 7/8" x 18 1/2" 


G300014159 


698 


COUNTERTOP BLACK WITH BASIN (USE OVERFLOW G619999024) 


23 5/8" x 3 7/8" x 18 1/2" 


G300014158 


698 


E. P-TRAP MINI - CHROME 




G619999026 


85 


F. SPACER - STEEL 


20 mm 


G610099003 


37 
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Component Description 


Dimensions 


Code 


Points 


A. UNIT CHIC 70 (2 DRAWERS) - GLOSS WHITE 


27 1/2" x 34 5/8" x 18 5/8" 


G105420005 


486 


UNIT CHIC 70 (2 DRAWERS) - NOGAL 


27 1/2" x 34 5/8" x 18 5/8" 


G105420009 


486 


UNIT CHIC 70 (2 DOORS) - GLOSS WHITE 


27 1/2" x 34 5/8" x 18 5/8" 


G105420035 


404 


UNIT CHIC 70 (2 DOORS) - NOGAL 


27 1/2" x 34 5/8" x 18 5/8" 


G105420036 


404 


B. UNIT CHIC 120 (2 DRAWERS) - GLOSS WHITE 


47 1/4" x 34 5/8" x 18 5/8" 


G105420002 


759 


UNIT CHIC 120 GLOSS (2 DRAWERS) - NOGAL 


47 1/4" x 34 5/8" x 18 5/8" 


G105420001 


759 


UNIT CHIC 120 GLOSS (2 DOORS) - GLOSS WHITE 


47 1/4" x 34 5/8" x 18 5/8" 


G105420033 


592 


UNIT CHIC 120 GLOSS (2 DOORS^ - NOGAL 


47 1/4" x 34 5/8" x 18 5/8" 


G105420034 


592 


C. TOP CHIC 70X48 C/REB - WHITE KRION® 


27 1/2" x 18 7/8" 


G105420004 


422 


D. TOP CHIC 120X48 C/REB - WHITE KRION® 


47 1/4" x 18 7/8" 


G105420003 


654 


E. MIRROR CHIC 60X60 - GLOSS WHITE 


23 5/8" x 23 5/8" 


G105420010 


135 


MIRROR CHIC 60X60 - NOGAL 


23 5/8" x 23 5/8" 


G105420007 


135 


F. MIRROR CHIC 110X60 - GLOSS WHITE 


43 1/4" x 23 5/8" 


G105420006 


241 


MIRROR CHIC 110X60 - NOGAL 


43 1/4" x 23 5/8" 


G105420008 


241 


G. P-TRAP MINI -CHROME 




G619999026 


85 
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CICLO (KRION®) 



General Features 

- Soft closing drawers 

- Pullout drawer for extra storage 

- Cut out for drain. 

- High quality & extremely durable hinges standard 

- Wall mounted 

- Integrated KRION® sink in countertop 

- Multiple combinations possible 

Available Colors 



LACQUERED ROBLE ROBLE ROBLE 

WHITE PETROLEO VERDE CAQUI BLANCO CAL 



MATTE 
WHITE 



MATTE 
YESO 




1 



Dimensions 



Code 



Points 



A. 


CICLO WASH BASIN, CURVED RIGHT SIDE - ROBLE BLANCO CAL 


37 3/8" x 14 1/8" x 18 7/8" 


G100500105 


1860 


B. 


CICLO WASH BASIN, NO CURVED SIDES - ROBLE BLANCO CAL 


35 3/8" x 14 1/8" x 18 7/8" 


G100500124 


1678 


C. 


CICLO LOWER UNIT. CURVED LEFT SIDE - ROBLE BLANCO CAL 


37 3/8" x 14 1/8" x 18 7/8" 


G100500089 


1799 


D. 


CICLO COUNTERTOP, DOUBLE INTEGRATED SINK - KRION 


106 1/4" 


G100480200 


2607 


E. 


CICLO HORIZONTAL MIRROR - METAL 


70 7/8" x 14 1/8" x 1 3/4" 


G100500134 


407 


F. 


MINI DRAIN 




G619999026 


85 


G. 


VALVE 




G619999024 


68 
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CICLO 



General Features 

- Soft closing drawers 

- Pullout drawer for extra storage 

- Cut out for drain. 

- High quality & extremely durable hinges standard 

- Wall mounted 

- Gel coat sink 

- Multiple combinations possible 



Available Colors 





LACQUERED ROBLE ROBLE ROBLE 

WHITE PETROLEO VERDE CAQUI BLANCO CAL 



MATTE 
WHITE 



MATTE 
YESO 







Dimensions 



Code 



Points 



A. CICLO WASH BASIN, CURVED RIGHT - ROBLE PETROLEO 


37 3/8" x 14 1/8" x 18 7/8" 


G100500105 


1860 


B. CICLO WASH BASIN, CURVED LEFT SIDE - ROBLE PETROLEO 


37 3/8" x 14 1/8" x 18 7/8" 


G100500048 


1860 


C. CICLO DRAWER - ROBLE PETROLEO 


11 3/4" x 14 1/8" x 18 7/8" 


G100500033 


996 


D. CICLO COUNTERTOP - ROBLE PETROLEO 


77 l/4"-89" x 3/4" x 19 5/8" 


G100480150 


889 


E. CICLO SINK 70 -GEL COAT 


27 1/2" x 5 7/8" x 18 7/8" 


G619000053 


652 


F. CICLO HORIZONTAL MIRROR - METAL 


35 3/8" x 18 7/8" x 1 3/4" 


G100500132 


291 


G. OVERFLOW - WHITE 




G619999041 


40 



*N0TE: FINISH SHOWN IN PICTURE IS ROBLE VERDE CAQUI 
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CITY DOBLE 



A. 




WHITE BLACK NOGAL 

B. 



C. 




Component Description 


Dimensions 


Code 


Points 


A. WALL MOUNT CITY DOBLE VANITY - BLACK 


46 1/2" x 20 7/8" x 17 5/8" 


G105060016 


953 


WALL MOUNT CITY DOBLE VANITY - WHITE 


46 1/2" x 20 7/8" x 17 5/8" 


G105060001 


953 


WAI 1 MOUNT CTTY DOBI F VANTTY - NOGAI 


46 1/2" x 20 7/8" x 17 5/8" 


G105060007 


887 


B. WALL MOUNT SINK WITH FIXING KIT 


47 1/4" x 5 7/8 x 17 7/8" 


N377001078 


521 


C. MIRROR WITH SMOOTH EDGES 


47 1/4" x 19 11/16" 


N899999952 


190 


MIRROR - RECTANGULAR 


47 1/4" x 18 7/8" x 3/4" 


G101200226 


318 
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DYLAN 



General Features 

- Wall Mount 

A. - Soft-close drawer system 

- Sleek integrated handle design 

- Available in white or black 

- High quality & extremely durable hinges standard 



Available Colors 



B. 




Component Description 


Dimensions 


Code 


Points 


A. WALL MOUNTED DYLAN VANITY - GLOSS WHITE 


25 5/8" x 18 7/8" x 17 3/4" 


G100340001 


1607 


B. CERAMIC BASIN - WHITE 


25 5/8" x 5 3/8" x 17 3/4" 


G100340002 


332 


C. SPACER - STEEL 


20 mm. 


G610099003 


37 


D. MINI DRAIN 




G619999026 


85 
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ESSENCE 



A. 




BLACK LEATHER MATTE 
GRIS 



B. 




15 3/4" 



D. 




15 3/4" 



C. 




Component Description 



Dimensions 



Code 



Points 



A. ESSENCE VANITY BLACK 



31 1/2" x 12 5/8" x 18 1/8" G105110044 



1256 



B. ESSENCE DRAWER - BLACK 



15 3/4" x 17 7/8" x 18 1/8" 



G1Q511QQ48 



1245 



C. ESSENCE SINK 



31 1/2" x!8 1/8" x 4 3/4" 



N365850091 



_648_ 



D. ESSENCE VANITY COVER - BLACK 



15 3/4" x 3/8" x 18 1/8" 



G1Q511QQQ1 



138 
1524 



E. WALL HUNG CABINET WITH MIRROR - BLACK 



11 3/4" x 43 1/4" x 11 3/4" 



G1Q511QQQ5 
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A. 






General Features 

- Wall Mount 

- Soft-close drawer system 

- Sleek integrated handle design 

- Drawer color adds visual interest 

- High quality & extremely durable hinges standard 



Available Colors 

Laminate Fronts 



ICE CAMEL GLOSS 
WHITE 



Interior 



Worktops 



TEXTIL LINO 



KRION® 



19 3/8' 




5 1/8" 





5 1/8" 



G. 10 5/8" 



23 5/8" 



14 5/8" 



11 3/4" 




23 5/8" 



11 3/4" 



61 3/8" 



J. 




Component Description 


Dimensions 


Code 


Points 


A. VANITY FOLK BPS-1 60 - CAMEL 


23 5/8" x 18 7/8" x 19 3/8" 


G100350005 


978 


VANITY FOLK BPS-1 60 - ICE 


23 5/8" x 18 7/8" x 19 3/8" 


G100350003 


978 


VANITY FOLK BPS-1 80 - CAMEL 


31 1/2" x 18 7/8" x 19 3/8" 


G100350018 


1065 


VANITY FOLK BPS-1 80 - ICE 


31 1/2" x 18 7/8" x 19 3/8" 


G100350016 


1065 


B. VANITY FOLK BPS-2 80 - CAMEL 


31 1/2" x 19 5/8" x 19 3/8" 


G100350001 


1075 


VANITY FOLK BPS-2 80 - ICE 


31 1/2" x 19 5/8" x 19 3/8" 


G100350002 


1075 


C. C0UNTERT0P 602X492 FOLK (BPS-1 60 OR BPS-2 80) - WHITE 


23 5/8" x 5 1/8" x 19 3/8" 


G100350009 


465 


D. C0UNTERT0P 802X492 TRAVAT/F0LK (BPS-1 80) - WHITE 


31 1/2" x 5 1/8" x 19 3/8" 


G100320004 


496 


E. MIRROR FOLK 50X60 - LINO 


19 5/8" x 23 5/8" x 7/8" 


G100350008 


172 


F. MIRROR FOLK 65X60 - LINO 


25 5/8" x 23 5/8" x 7/8" 


G100350004 


198 


G. ORGANIZER FOR DRAWER INTERIOR - TEXTIL 


14 5/8" x 3 7/8" x 10 5/8" 


G100350011 


102 


H. TALL CABINET - CAMEL 


11 3/4" x 61 3/8" x 11 3/4" 


G100350019 


828 


TALL CABINET -ICE 


11 3/4" x 61 3/8" x 11 3/4" 


G100350020 


828 


I. MINI DRAIN 




G619999026 


85 


J. VALVE 




G619999024 


68 
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HEICH 



General Features 

- Soft-closing drawers for extra storage 

- Floor vanity allows for ample storage 

- High quality & extremely durable hinges standard 

- Treated wood 



Available Colors 




CAMEL COCO 



A. 



31 1/2" 



18^ 

8 iV' 



4f» 



4 3„ 
4 4 



'16. 




15 3/4" 




31 1/2" 



Component Description 

A. VANITY CABINET - COCO 31 1/2" 



Dimensions 

31 1/2" x 31 1/2" x 19 5/8" 



Code 

G105450002 



Points 

1729 



VANITY CABINET - CAMEL 31 1/2" 



31 1/2" x 31 1/2" x 19 5/8" G105450004 



1729 



B. SQUARE CERAMIC SINK - XL LAKE (fixing kit N N421040000 included) 



15 3/4" x 17 5/16" 



N372760031 



_272 



C. MIRROR - COCO 



15 3/4" x 31 1/2" 



G1Q545QQQ1 



MIRROR - CAMEL 



15 3/4" x 31 1/2" 



G1Q545QQQ3 
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IMAGINE 



35il" 



.11". 



4- 




General Features 

- Ceramic Sink 

- Wood painted legs 

- Wall mounted 

- Spacious sink 

- Integrated overflow 

- Countertop space 

Available Colors 



GLOSS 
WHITE 




4f 



34i 



18: 



11„ 

'16 



33|" 




Component Description 



Dimensions 



Code 



Points 



A. IMAGINE WALL MOUNT CONSOLE SINK - WHITE 



35 7/16" 



N383000004 



_JQ1 



B. IMAGINE LACQUERED WOOD CONSOLE LEGS - WHITE GLOSS 



34 1/4" x 18 11/16" x 32 11/16" N877000001 



C. IMAGINE OVAL MIRROR - WHITE 



39-3/8" x 27-9/16" 



N863000001 



_53A 
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18 7/8" 



General Features 

- Wall Mount 

- Soft-close drawer system 

- Compact design 

- Integrated, recessed handle 

- Two large drawers with ample storage 

- High quality & extremely durable hinges standard 



Available Colors 

Veneer 



Gloss Lacquer 



Matte Lacquer 



B. 




• 5 1/8" 



18 7/8" 



ROBLE ROBLE ROBLE 
SABANA BLANCO CACAO 
CAL 



BLANCO SEPIA NEGRO 



MATTE MATTE 
BLANCO NEGRO 



GRIS GRIS 
CLARO NOCTURNO 



MATTE MATTE 
ANTRACITA SEPIA 



C. 




Component Description 


Dimensions 


Code 


Points 


A. IN WASHBASIN UNIT - ROBLE SABANA 


23 5/8" x 18 7/8" x 18 7/8" 


G100430004 


1998 


B. BASIN - GELCOAT 


23 5/8" x 5 1/8" x 18 7/8" 


G619000049 


856 


C. MIRROR SX- WOOD VENEER 


27 1/2" x 37 3/4" x 6 3/4" 


G100430177 


923 


D. LOWER UNIT - ROBLE SABANA 


23 5/8" x 9 1/2" x 18 7/8" 


G100430018 


1409 


E. CHROME DRAIN 




G619999033 


281 
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18 7/8" 



General Features 

- Wall Mount 

- Soft-close drawer system 

- Compact design 

- Integrated, recessed handle 

- Single large drawer with cut out options available 

- High quality & extremely durable hinges standard 



Colors Available 

Veneer 



Gloss Lacquer 



Matte Lacquer 




5 1/8" 



ROBLE ROBLE ROBLE 
SABANA BLANCO CACAO 
CAL 



BLANCO SEPIA NEGRO 



MATTE MATTE 
BLANCO NEGRO 



GRIS GRIS 
CLARO NOCTURNO 



MATTE MATTE 
ANTRACITA SEPIA 




D. 




23 5/8" 



7 7/8" 




35 3/8" 



Dimensions 



Code 



Points 



A. IN WASHBASIN UNIT - ROBLE BLANCO 


35 3/8" x 18 7/8" x 18 7/8" 


G100430038 


2252 


B. BASIN GELCOAT 


28 1/8" x 5 1/8" x 18 7/8" 


G619000047 


887 


C. TALL CABINET DX - ROBLE 


11 3/4" x 23 5/8" x 7 7/8" 


G100430097 


1006 


D. CHROME DRAIN 




G619999033 


281 


E. MIRROR - ROBLE 


35 3/8" x 35 3/8" x 7 1/8" 


G100430157 


946 
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JAM 



A. 



19 5/8" 



5 1/8" 




27 3/4" 



General Features 

- Wall Mount 

- Soft-close drawer system 

- Easy removal drawers 

- Sleek handle design 

- Cut-out for drains 

- High quality & extremely durable hinges standard 
Available Colors 



WHITE BLACK 



RED 




Component Description 






Dimensions 


Code 


Points 


A 


WALL MOUNT .1AM SINK, FIXING KIT, 


OVERFLOW - 


WHITE 


27 3/4" x 5 1/8" x 19 5/8" 


N355015332 


552 


B. 


WALL MOUNT VANITY FOR JAM SINK, 


2 DRAWERS 


- WHITE 


27 1/8" x 15 3/4" x 19 1/2" 


G105190019 


1377 




WALL MOUNT VANITY FOR JAM SINK. 


2 DRAWERS 


- BLACK 


27 1/8" x 15 3/4" x 19 1/2" 


G105190025 


1377 


C. 


JAM WALLMOUNTED SHELF WHITE 






27 1/2" x 1 5/8" x 5 7/8" 


G105190029 


254 




JAM WALLMOUNTED SHELF BLACK 






27 1/2" x 1 5/8" x 5 7/8" 


G105190008 


254 


D 


JAM WALLMOUNTED CABINET WHITE 






13 3/4" x 39 3/8" x 9 7/8" 


G105190009 


1007 




JAM WALLMOUNTED CABINET BLACK 






13 3/4" x 39 3/8" x 9 7/8" 


G105190007 


1007 


E. 


POLISHED EDGES MIRROR 






27 1/2" x 15 5/8" 


N834791357 


186 
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LOUNGE 



A. 




General Features 

- Soft-close drawer system 

- Quilted front adds visual interest 

- Large drawer for extra storage 

- Designed by Simone Micheli 

- High quality & extremely durable hinges standard 

Available Colors 



WHITE 



B. 






Component Description 


Dimensions 


Code 


Points 


A. WALL MOUNT VANITY LOUNGE - WHITE 


47 1/4" x 13" x 18 1/8" 


N859000021 


1528 


B. GLASS COUNTERTOP - WHITE 


47 1/4" x 18 1/8" x 1/4" 


N859000019 


371 


GLASS COUNTERTOP - BLACK 


47 1/4" x 18 1/8" x 1/4" 


N859000020 


371 


C. LOUNGE VESSEL SINK WITHOUT OVERFLOW - WHITE 


7 7/8" x 18 7/8" 


N379000001 


323 


D. MIRROR WITH LACQUERED FRAME 


31 1/2" 


N859000017 


645 


E. HOTELS BOTTLE TRAP - CHROME 


1-1/4" 


N194710542 


83 
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PORCELANOSA 

BATH 

vanities 



LOUNGE 




Component Description Dimensions Code Points 



A. WALL MOUNT VANITY LOUNGE - BLACK 


47 1/4" x 13" x 18 1/8" 


N859000022 


1528 


B. GLASS COUNTERTOP - BLACK 


47 1/4" x 18 1/8" x 1/4" 


N859000020 


371 


C. LOUNGE SINK WITHOUT OVERFLOW - WHITE 


7 7/8" x 18 7/8" 


N379000001 


323 


D. MIRROR WITH LACOUERED FRAME 


31 1/2" 


N859000017 


645 


E. HOTELS BOTTLE TRAP - CHROME 


1-1/4" 


N194710542 


83 
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BATH 

vanities 



LOUNGE 



31 2" 



CO 





General Features 

- Smaller version of the regular 'Lounge' 

- Soft-close drawer system 

- Quilted front adds visual interest 

- Large drawer for extra storage 

- Designed by Simone Micheli 

- High quality & extremely durable hinges standard 

Available Colors 



WHITE BLACK 






Component Description 




Dimensions 


Code 


Points 


A. WALL MOUNT VANITY MINI LOUNGE 


- WHITE 


31 1/2" x 13" x 18 1/8" 


N859000036 


1262 


WALL MOUNT VANITY MINI LOUNGE 


- BLACK 


31 1/2" x 13" x 18 1/8" 


N859000048 


1262 


B. GLASS COUNTERTOP - WHITE 




31 1/2" x 18 1/8" x 1/4" 


N859000034 


287 


GLASS COUNTERTOP - BLACK 




31 1/2" x 18 1/8" x 1/4" 


N859000049 


287 


C. LOUNGE SINK WITHOUT OVERFLOW - 


WHITE 


7 7/8" x 18 7/8" 


N379000001 


323 


D. MIRROR WITH LACQUERED FRAME 




23 5/8" 


N859000037 


564 
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BATH 
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MOOD 



A. 




General Features 

- Krion® countertop 

- With space for towels and soap dispenser 

- Krion® frame mirror with LED lights and sensor. 

- Gloss White lacquered wood with rotating drawer. (A & B) 

Available Colors 



WHITE/ WHITE/ WHITE/ 
SNOW NAVY STRAWBERRY 




Component Description Dimensions Code Points 



A. MOOD RIGHT VERSION CERAMIC SINK W/ OVERFLOW 


- SNOW 


47 1/4" 


N387000013 


2387 


MOOD RIGHT VERSION CERAMIC SINK W/ OVERFLOW 


- NAVY 


47 1/4" 


N387000019 


2526 


MOOD RIGHT VERSION CERAMIC SINK W/ OVERFLOW 


- STRAWBERRY 


47 1/4" 


N387000024 


2526 


B. MOOD LEFT VERSION CERAMIC SINK W/ OVERFLOW - 


SNOW 


47 1/4" 


N387000015 


2387 


MOOD LEFT VERSION CERAMIC SINK W/ OVERFLOW - 


NAVY 


47 1/4" 


N387000022 


2526 


MOOD LEFT VERSION CERAMIC SINK W/ OVERFLOW - 


STRAWBERRY 


47 1/4" 


N387000025 


2526 


C. MOOD CERAMIC SINK W/ OVERFLOW - SNOW 




29 1/2" 


N387000011 


1879 


MOOD CERAMIC SINK W/ OVERFLOW - NAVY 




29 1/2" 


N387000009 


2078 


MOOD CERAMIC SINK W/ OVERFLOW - STRAWBERRY 




29 1/2" 


N387000012 


2078 



(soap dispenser N699520039 [Chrome] or N699520038 [White] sold separately) 
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highline 
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NEXT 



General Features 

- Wall Mount 

- High quality & extremely durable hinges standard 

- Handless 

- Interior drawers 




Available Colors 

Veneer 



Gloss Lacquer 



SABANA BLANCO CACAO 
CAL 



o o 



GRIS 
CLARO 



Matte Lacquer 


o 


• 


MATTE 


MATTE 


BLANCO 


NEGRO 


O 

MATTE 


O 

MATTE 


ANTRACITA 


SEPIA 






Component Description 


Dimensions 


Code 


Points 


A. NEXT VANITY UNIT - COCO VINTAGE WOOD 


23 5/8" x 18 7/8" x 18 1/2" 


G100470608 


948 


B. NEXT LOWER UNIT - COCO VINTAGE WOOD 


23 5/8" x 18 7/8" x 18 1/2" 


G100471205 


1262 


C. NEXT LOWER UNIT - COCO VINTAGE WOOD 


23 5/8" x 18 7/8" x 13 3/4" 


G100470574 


962 


D. COUNTERTOP - KRION® 


70 7/8" x 18 1/8" x 1/4" 


G100480053 


1570 


E. SHELVES - COCO VINTAGE WOOD 


23 5/8" x 2" x 5 7/8" 


G100440009 


245 


F. MIRROR 


47 1/4" x 18 7/8" x 3/4" 


G101200226 


318 


G. P-TRAP MINI - CHROME 




G619999026 


85 


H. VALVE 




G619999024 


68 
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NEXT (KRION®) 



General Features 

- Wall Mount 

- High quality & extremely durable hinges standard 

- Handless 

- Krion worktop integrated basin 

- Soft-close drawer system 



Available Colors 

Veneer Gloss Lacquer Matte Lacquer 




GRIS GRIS MATTE MATTE 

CLARO NOCTURNO ANTRACITA SEPIA 



C. 




Component Description 




Dimensions 


Code 


Points 


A. NEXT BASIN UNIT WITH DOOR - GLOSS LACOUER 




17 3/4" x 23 5/8" x 18 1/2" 


G100470551 


740 


B. NEXT LOWER UNIT WITH ONE DRAWER - GLOSS LACOUER 




35 3/8" x 9 1/2" x 18 1/2" 


G100470724 


977 


C. NEXT TOWER UNIT WITH DOOR. MIRROR FRONT - WOOD 




11 3/4" x 56 3/4" x 8 5/8" 


G100470968 


1083 


D. NEXT WALL UNIT WITH DOOR. VERTICAL LIFT. MIRROR FRONT 


-WOOD 


47 1/4" x 14 1/8" x 8 5/8" 


G100470238 


1069 


NEXT WALL UNIT WITH DOOR. VERTICAL LIFT. MIRROR FRONT 


-WOOD 


35 3/8" x 14 1/8" x 8 5/8" 


G100470228 


944 


E. COUNTERTOP WITH INTEGRATED SINK - KRION® WHTTF 




23 5/8" x 4 3/4" x 18 7/8" 


G100471462 


1806 


COUNTERTOP WITH INTEGRATED SINK - KRION® WHITE 




35 3/8" x 4 3/4" x 18 7/8" 


G100471353 


1977 


F. VALVE 






G619999024 


68 
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NEO BPT 




General Features 

- Soft-close drawer system 

- Low maintenance Silestone counter top 

- Two large drawers 

- High quality & extremely durable hinges standard 

- Lacquered wood 

- Wall mounted with decorative leg 



Available Colors 

Veneer Gloss Lacquer Matte Lacquer 




ROBLE ROBLE BLANCO SEPIA NEGRO MATTE MATTE 

MARENGO BREZO BLANCO NEGRO 

B. 37 3/4" 



C. 




Component Description 


Dimensions 


Code 


Points 


A. NEO BLANCO WALL MOUNT VANITY, ONE LEG, LEFT SING - WHITE LACQUER 


37 3/4" x 33 1/2" x 18 1/2" 


G100171051 


2156 


B. NEO SILESTONE COUNTERTOP BOX LEFT HAND SINK - SILESTONE 


37 3/4" x 18 7/8" 


G700444629 


974 


C. BOX UNDER MOUNTED CERAMIC SINK - WHITE 


21 1/4" x 5 7/8" x 13 3/8" 


G610805000 


260 


D. P-TRAP MINI - CHROME 




G619999026 


85 



53 



NEO BPS 



PORCELANOSA 

BATH 

vanities 



A. 




18 1/8" 



18 7/8" 



General Features 

- Soft-close drawer system 

- Towel compartment 

- Wood veneer 

- Optional Accessories Available 

- Easily accessible shelf within large drawer unit 

- High quality & extremely durable hinges standard 

- Wall mounted 

- Low maintenance Silestone countertop 



37 3/4" 



B. 




18 7/8" 



Available Colors 

Veneer 



ROBLE ROBLE 
MARENGO BREZO 



Gloss Lacquer 



BLANCO SEPIA NEGRO 



GRIS GRIS 
CLARO NOCTURNO 



RED 



Matte Lacquer 


o 


• 


MATTE 


MATTE 


BLANCO 


NEGRO 


o 


O 


MATTE 


MATTE 


ANTRACITA 


SEPIA 



8 5/8" 



C. 




Component Description 


Dimensions 


Code 


Points 


A. NEO WALL MOUNT VANITY, INTERIOR NICHE , RIGHT SINK - ROBLE BREZO WOOD VENEER 


37 3/4" x 18 1/8" x 18 7/8" 


G100171050 


2211 


B. NEO SILESTONE COUNTERTOP BOX RIGHT HAND SINK - SILESTONE 


37 3/4" x 18 7/8" 


G700434629 


974 


C. BOX UNDER MOUNTED CERAMIC SINK - WHITE 


21 1/4" x 5 7/8" x 13 3/8" 


G610805000 


260 


D. M.B. NEO 45 MA BREZO WALL MOUNTED CABINET 


17 3/4" x 9 7/8'" x 8 5/8" 


G100170426 


756 


E. MINI DRAIN 




G619999026 


85 
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15il" 









- 




f \ 


















15il" 





General Features 

- ADA compliant 

- Wall mounted 

- Towel complement 



Available Colors 

Countertop 




WALNUT WHITE 



43T6" 



16T6 









16* 








195" 



63" 




1 






F 




I I 1 I 1 








r 





























16i» 


155" 


16H" 


ft 





43T6" 



1616 



















a>f<° 




COICO 








CD 










7 


192" 


16H- 




L_6J 







n 



Dimensions 



Code 



Po ints 





17 11/16" 






A. NEOX SEMI-COUNTERTOP SINK WITH OVERFLOW - WHITE 


N391000002 


408 


B. NEOX SEMI-COUNTERTOP SINK WITH OVERFLOW. NO FAUCET HOLE - WHITE 


17 11/16" 


N391000005 


408 


C. NEOX WALL MOUNTED COUNTERTOP, LEFT SINK SPACE - WHITE 


43 5/16" x 16 9/16" 


N804861105 


709 


NEOX WALL MOUNTED COUNTERTOP. LEFT SINK SPACE - WALNUT 


43 5/16" x 16 9/16" 


N804860003 


828 


D. NEOX WALL MOUNTED COUNTERTOP, RIGHT SINK SPACE - WHITE 


43 5/16" x 16 9/16" 


N804860005 


709 


NEOX WALL MOUNTED COUNTERTOP, RIGHT SINK SPACE - WALNUT 


43 5/16" x 16 9/16" 


N804860001 


828 


E. NEOX WALL MOUNTED COUNTERTOP, DOUBLE SINK SPACE - WHITE 


63" x 16 9/16" 


N804860004 


1121 


NEOX WALL MOUNTED COUNTERTOP, DOUBLE SINK SPACE - WALNUT 


63" x 16 9/16" 


N804860002 


1245 


F. NEOX TOWEL RAIL FOR COUNTERTOPS - POLISHED CHROME 


12 15/16" x 3 15/16" 


N844303010 


134 



PENROSE 



skyline 



4 
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PENROSE 




General Features 

- Textured laminate finish 

- Wall Mount 

- Soft-close drawer system 

- Cut-out for drains 

- Tower-rail could be in both left and right side 



Available Colors 




o 



BLANCO TERROSO 
TEXTURADO TEXTURADO 



"1 



Component Description 


Dimensions 


Code 


Points 


A. PENROSE VANITY UNIT - BLANCO TEXTURADO / TERROSO HANDLE 


31 1/2" x 19 5/8" x 18 V 8 " 


G105520011 


973 


PENROSE VANITY UNIT - TERROSO TEXTURADO / BLANCO HANDLE 


31 1/2" x 19 5/8" x 18 7/8" 


G105520012 


973 


B. PENROSE TOWEL HOLDER - TERROSO TEXTURADO 


3 7/8" x 4 3/4" x 18 7/8" 


G105520014 


113 


PENROSE TOWEL HOLDER - BLANCO TEXTURADO 


3 7/8" x 4 3/4" x 18 7/8" 


G105520013 


113 


C. PENROSE BASIN WITH INTEGRATED SINK - WHITE GEL COAT 


31 7/8" x 5 1/2" x 18 1/2" 


G619000057 


552 


D. PENROSE MIRROR - TERROSO TEXTURADO 


31 1/2" x 23 5/8" x 1" 


G105520009 


266 


PENROSE MIRROR - BLANCO TEXTURADO 


31 1/2" x 23 5/8" x 1" 


G105520010 


266 


E. MINI DRAIN 




G619999026 


85 
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PIANO 



45 1/4" 




34 1/4" 



General Features 

- Push to open spring loaded hidden drawer system 

- Wall mount with decorative legs 

- Black marble countertop 

- Highly lacquered finish 

- Victorian Collection 

Available Colors 



GLOSS 
BLACK 



GLOSS 
WHITE 




Component Description Dimensions Code Points 



A. 


PIANO VANITY WASH BASIN UNIT - BLACK GLOSS 


45 1/4" x 34 1/4" x 23 7/8" 


G100330001 


3153 


B. 


COUNTERTOP - NEGRO MARQUINA 


41 15/16" x 24" 


G799990008 


855 


C. 


UNDERMOUNT SINK - CERAMIC WHITE 


22" x 8 1/4" x 16 1/2" 


G610801000 


175 


D. 


HORIZONTAL MIRROR 


41 3/8" x 26" x 3 7/8" 


G100330016 


1122 
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SOHO 




EBANO BLANCO 




Component Description 


Dimensions 


Code 


Points 


A. SOHO VANITY WASH BASIN UNIT - EBANO / TITANIO 


39 3/8" x 21 1/4" x 18 5/8" 


G105530010 


4248 


SOHO VANITY WASH BASIN UNIT - BLANCO / TITANIO 


39 3/8" x 21 1/4" x 18 5/8" 


G105530011 


3053 


B. COUNTERTOP WITH INTEGRATED SINK - KRION® WHITE 


41" x 1" x 19 3/8" 


G105530008 


1791 


C. MIRROR SOHO - EBANO 


35 3/8" x 27 1/8" x 7/8" 


G105530007 


811 


MIRROR SOHO - BLANCO 


35 3/8" x 27 1/8" x 7/8" 


G105530009 


811 


D. MINI DRAIN 




G619999026 


85 


E. VALVE 




G619999024 


68 
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19 5/8" 




3 7/8" 



19 5/8" 




General Features 

- White & Black mix and match components 

- Soft-close drawer system 

- Tempered glass counter top with integrated sink 

- Wall mounted 

- Integrated, sleek bar handle 

- Two drawers with cut out 

- High quality & extremely durable hinges standard 



Available Colors 



WHITE BLACK 




3 7/8" 



19 5/8" 



31 1/2" 



23 5/8" 




13 1/2" 



Component Description 


Dimensions 


Code 


Points 


A. (OPTION 1) WALL MOUNT VANITY FOR POL SINK, 2 DRAWERS - BLACK 


31 5/16" x 19 11/16" x 19 5/8" 


G105330010 


1084 


(OPTION 2) WALL MOUNT VANITY FOR POL SINK. 2 DRAWERS - WHITE 


31 5/16" x 19 11/16" x 19 5/8" 


G105330009 


1084 


(OPTION 3) WALL MOUNT VANITY FOR POL SINK - WHITE SHADE 23 


24" x 18 1/2" 


G300014179 


1237 


(OPTION 4) WALL MOUNT VANITY FOR POL SINK - BLACK SHADE 14 


24" x 18 1/2" 


G300014179 


1237 


B. (OPTION 1) GLASS COUNTERTOP WITH HOLE FOR FAUCET - BLACK 


31 1/2" x 19 11/16" 


G105330001 


802 


(OPTION 2) GLASS COUNTERTOP WITH HOLE FOR FAUCET - WHITE 


31 1/2" x 19 11/16" 


G105330002 


861 


(OPTION 3) GLASS COUNTERTOP WITH INTEGRATED SINK - WHITE 


24" x 3 7/8" x 18 1/2" 


G300014159 


698 


(OPTION 4) GLASS COUNTERTOP WITH INTEGRATED SINK - BLACK 


24" x 3 7/8" x 18 1/2" 


G300014158 


698 


C. (OPTION 1) GLASS COUNTERTOP WITH 3 HOLES FOR FAUCET - BLACK 


31 1/2" x 19 11/16" 


G105330003 


808 


(OPTION 2) GLASS COUNTERTOP WITH 3 HOLES FOR FAUCET - WHITE 


31 1/2" x 19 11/16" 


G105330004 


867 


D. LEGS FOR POL VANITY - GLOSS ALUMINIUM 


31 1/4" x 13 8/16" 


G105330006 


165 


E. HORIZONTAL MIRROR - BLACK 


31 1/2" x 23 5/8" 


G105330020 


328 


HORIZONTAL MIRROR - WHITE 


31 1/2" x 23 5/8" 


G105330021 


267 


F. OVERFLOW SET* - CHROME 




G619999025 


63 


G. P-TRAP MINI - CHROME 




G619999026 


85 



•REQUIRED FOR THE INSTALLATION OF THE COUNTERTOP. 



65 
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TETRIS 




NOGAL NOGAL NOGAL BLANCO SEPIA NEGRO MATTE MATTE 
B. SIENA PARDO TENUE BLANCO NEGRO 



C. 




Component Description 


Dimensions 


Code 


Points 


2 A+B. SET M.B. TETRIS 180 - NOGAL PARDO (BPS2, MS4) 






G998010016 


3719 


A. TETRIS WASH BASIN UNIT - NOGAL PARDO 


23 5/8' 


x 18 7/8" x 18 3/4" 


G100240049 


1195 


B. TETRIS LOWER UNIT CABINET WITH DRAWER- NOGAL PARDO 


23 5/8' 


x 18 7/8" x 18 3/4" 


G100240037 


1329 


C. COUNTER SPACER, EDGE DETAIL - STAINLESS STEEL 


70 7/8' 


x 1 1/8" x 17 3/4" 


G100240148 


581 


D. MARBLE COUNTERTOP - BLANCO IBIZA 


70 7/8' 


x 3/4" x 18 7/8" 


G718174605 


1055 


E. BOX UNDER MOUNTED CERAMIC SINK - WHITE 


21 1/4' 


x 5 7/8" x 13 3/8" 


G610805000 


260 


F. MINI DRAIN 






G619999026 


85 
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TRAVAT 





Component Description 




Dimensions 


Code 


Points 


A. (OPTION 1) VANITY TRAVAT BPS 80 - CAMEL 




31 1/2" x 20 3/4" x 19 3/8" 


G100320003 


1075 


C. (OPTION 1) COUNTERTOP 802X492 TRAVAT/FOLK - 


WHITE 


31 1/2" x 5 1/8" x 19 3/8" 


G100320004 


496 


E. (OPTION 1) MIRROR TRAVAT 65X60 - CAMEL 




25 5/8" x 23 5/8" x 7/8" 


G100320002 


198 


F. (OPTION 1) ORGANIZER FOR INSIDE DRAWER 




10 5/8" x 3 7/8" x 14 5/8" 


G100350011 


102 


A. (OPTION 2) VANITY TRAVAT BPS 80 - FUME 




31 1/2" x 20 3/4" x 19 3/8" 


G100320007 


1075 


C. (OPTION 2) COUNTERTOP 802X492 TRAVAT/FOLK - 


WHITE 


31 1/2" x 5 1/8" x 19 3/8" 


G100320004 


496 


E. (OPTION 2) MIRROR TRAVAT 65X60 - FUME 




25 5/8" x 23 5/8" x 7/8" 


G100320005 


198 


F. (OPTION 2) ORGANIZER FOR INSIDE DRAWER 




10 5/8" x 3 7/8" x 14 5/8" 


G100350011 


102 


B. (OPTION 3) VANITY TRAVAT BPT 80 - CAMEL 




31 1/2" x 34 1/4" x 19 3/8" 


G100320001 


1290 


C. (OPTION 3) COUNTERTOP 802X492 TRAVAT/FOLK - 


WHITE 


31 1/2" x 5 1/8" x 19 3/8" 


G100320004 


496 


E. (OPTION 3) MIRROR TRAVAT 65X60 - CAMEL 




25 5/8" x 23 5/8" x 7/8" 


G100320002 


198 


B. (OPTION 4) VANITY TRAVAT BPT 80 - FUME 




31 1/2" x 34 1/4" x 19 3/8" 


G100320008 


1290 


C. (OPTION 4) COUNTERTOP 802X492 TRAVAT/FOLK - 


WHITE 


31 1/2" x 5 1/8" x 19 3/8" 


G100320004 


496 


E. (OPTION 4) MIRROR TRAVAT 65X60 - FUME 




25 5/8" x 23 5/8" x 7/8" 


G100320005 


198 


G. TALL CABINET - CAMEL 




11 3/4" x 63" x 11 3/4" 


G100320014 


903 


TALL CABINET - FUME 




11 3/4" x 63" x 11 3/4" 


G100320015 


903 


A. (OPTION 5) VANITY TRAVAT BPS 60 - WHITE 




23 5/8" x 20 3/4" x 19 3/8" 


G100320058 


962 


D. (OPTION 5) WORKTOP 602X492 FOLK -WHITE 




23 5/8 x 5 1/8 x 19 3/8 


G100350009 


465 


E. (OPTION 5) TRAVAT MIRROR- WHITE 




25 5/8 x 23 5/8 x 5 7/8 


G100320064 


664 


H. MINI DRAIN 






G619999026 


85 



PORCELANOSA 

BATH 

vanities 



A. 




URBAN 



General Features 

- Soft-close drawer system 

- Pull-out drawers for extra storage 

- Integrated handle design 

- Cut-out for drains 

- Optional wall hung vanity unit 

- High quality & extremely durable hinges standard 



Available Colors 




ROBLE 
ROOT 



GLOSS 
WHITE 




Component Description 




Dimensions 


Code 


Points 


A. URBAN VANITY 80 - ROBLE ROOT 




31 1/2 x 18 7/8 x 19 


G105500013 


683 


URBAN VANITY 80 - GLOSS WHITE 




31 1/2 x 18 7/8 x 19 


G105500012 


683 


URBAN VANITY 60 - ROBLE ROOT 




23 5/8 x 18 7/8 x 19 


G105500004 


590 


URBAN VANITY 60 - GLOSS WHITE 




23 5/8 x 18 7/8 x 19 


G105500001 


590 


B. WORKTOP 80 WITH INTEGRATED SINK 


- KRION® 


31 1/2 x 5 1/8 x 19 3/8 


G100320004 


496 


WORKTOP 60 WITH INTEGRATED SINK 


- KRION® 


23 5/8 x 5 1/8 x 19 3/8 


G100350009 


465 


WORKTOP 80 WITH INTEGRATED SINK 


- GELCOAT 


31 3/4 x 5 1/2 x 19 3/8 


G105500014 


571 


WORKTOP 60 WITH INTEGRATED SINK 


- GELCOAT 


23 7/8 x 5 1/2 x 19 3/8 


G105500002 


518 


C. URBAN MIRROR 80 - ROBLE ROOT 




31 1/2 x 23 5/8 x 3/4 


G105500010 


187 


URBAN MIRROR 80 - GLOSS WHITE 




31 1/2 x 23 5/8 x 3/4 


G105500011 


187 


URBAN MIRROR 60 - ROBLE ROOT 




23 5/8 x 23 5/8 x 3/4 


G105500003 


143 


URBAN MIRROR 60 - GLOSS WHITE 




23 5/8 x 23 5/8 x 3/4 


G105500005 


143 


D. MINI DRAIN 






G619999026 


85 
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PORCELANOSA 

BATH 

vanities 



WIND (KRION®) 



General Features 

- Wall Mount 

- Soft-close drawer system 

- Krion® Solid Surface sink and countertop 

- Compact design 




Component Description 


Dimensions 


Code 


Points 


A. KRION® CONSOLE W/ CUTOUT* 


37 3/4" x 9 1/2" x 19 1/8" 


G100360004 


2740 


B. WALL MOUNT VANITY - ROBLE f KRION® PANEL REOUIRED) 


37 3/4" x 9 1/2" x 18 1/2" 


G100360011 


1295 


C. KRION® PANEL 


37 3/4" x 0 1/2" x 18 1/2" 


G100480007 


462 


D. TOUCH SWITCH MIRROR 


35 3/8" x 23 5/8" x 13/8" 


G100360019 


1059 


E. VALVE 




G619999024 


68 
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PORCELANOSA 

BATH 

vanities 



WIND 




19 1/8" 



General Features 

- Wall Mount 

- Soft-close drawer system 

- Krion® Solid Surface sink and countertop 

- Compact design 

- Integrated, recessed handle 

- Single large drawer with cut out 

- High quality & extremely durable hinges standard 





Component Description 



Dimensions 



Code 



Points 



A. KRION® WORKTOP W/ INTEGRATED BASIN* 


37 3/4" x 5 1/2" x 19 1/8" 


G100480010 


1221 


B. WALL MOUNT VANITY - WASH BASIN UNIT - ROBLE 


37 3/4" x 18 7/8" x 18 1/2" 


G100360024 


1828 


C. TOUCH SWITCH MIRROR 


35 3/8" x 23 5/8" x 13/8" 


G100360019 


1059 


D. VALVE 




G619999024 


68 
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PORCELANOSA 

BATH 

vanities 



AZRAMA stone 

by clodagh 



3*16" 

„ [9cm] 



[120.8cm] 
44" 



[111.8cm] 



[45.7cm] 





l29cmf | [6.4cm] 


[50.8cm] / 


- o 


- H 










in 











[03.5cm] 



44" 



[1 1 1 .8cm] 



3 16"' 

[9cm] 



E 



s E 



E 

= o 
cor^ 



13*2" . 

"E 1 [34.3cm] 



018" 

/ [03.5cm] 



18" 



General Features 

- Habana Brown Stone Sink 

- Treated Iroko wood cabinets 

- Free standing 

- Door or shelve 

- Designer series - Designed by Clodagh 

Available Colors 

Wood Base Stone Top 



[45.7cm] 



O 



IROKO HABANA 
BROWN 



21' 8" 
[55.6cm] 



IE 
. o 
o ^ 



3 16"! 

[9cm] 



[61cm] 



[45.7cm] 



, 12" „ 0178" 2'?" 
30.5cm] [03.5cm] I [6.4cm] 




Component Description Dimensions Code Points 



A. AZRAMA DOUBLE VANITY 


- CLASSICO 


47 9/16" x 34" x 18" 


L179702417 


6814 


AZRAMA DOUBLE VANITY 


- GREYSTONE 


47 9/16" x 34" x 18" 


L179702386 


4391 


B. AZRAMA DOORS VANITY - 


CLASSICO 


44" x 34" x 18" 


L179702458 


5527 


C. AZRAMA SINGLE VANITY - 


CLASSICO 


24" x 34" x 18" 


L179702442 


4163 


AZRAMA SINGLE VANITY - 


GREYSTONE 


24" x 34" x 18" 


L179702387 


2951 
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PORCELANOSA 

BATH 

vanities 



MENHIR (DOUBLE) ma 

by estudi{h}ac 



72V 
[183cm] 




General Features 

- Blanco Athenas or Crema Italia Stone vessel Sink and countertop 

- Antracita or Natural wood cabinets 

- Wall Mounted Unit 

- Incorporated chrome towel rail 

- Wall Mounted Unit 

- Mirror with Shelves 

- Designer series - Designed by Estudi{H}ac 



Available Colors 



B. 



C. 




Component Description Dimensions Code Points 



A. 


MENHIR WALL MOUNT VANITY CABINET - ANTRACITA ATHENAS 


72 1/16" x 8 11/16" x 24 3/16" 


L175000047 


4163 




MENHIR WALL MOUNT VANITY CABINET - ANTRACITA ITALIA 


72 1/16" x 8 11/16" x 24 3/16" 


L175000050 


4163 




MENHIR WALL MOUNT VANITY CABINET - NATURAL ATHENAS 


72 1/16" x 8 11/16" x 24 3/16" 


L175000056 


4163 




MENHIR WALL MOUNT VANITY CABINET - NATURAL ITALIA 


72 1/16" x 8 11/16" x 24 3/16" 


L175000059 


4163 


B. 


MENHIR STONE VANITY TOP - ANTRACITA 


59 1/16" x 1 5/16" x 23 5/8" 


L172109821 


2269 




MENHIR STONE VANITY TOP - NATURAL 


59 1/16" x 1 5/16" x 23 5/8" 


L179702158 


2269 


C. 


MENHIR VESSEL SINK - BLANCO ATHENAS CLASSICO 


16 1/2" 


L170302837 


1208 




MENHIR VESSEL SINK - CREMA ITALIA CLASSICO 


16 1/2" 


L170302838 


1208 


D. 


MENHIR MIRROR -ANTRACITA 


59 1/16" x 1 5/16" x 23 5/8" 


L175000070 


1436 




MENHIR MIRROR - NATURAL 


59 1/16" x 1 5/16" x 23 5/8" 


L175000069 


1436 


E. 


OPEN SHELF ANGLED UNIT RIGHT - ANTRACITA 


35 7/16" x 11 13/16" x 10 1/8" 


L175000048 


754 




OPEN SHELF ANGLED UNIT RIGHT - NATURAL 


35 7/16" x 11 13/16" x 10 1/8" 


L175000055 


754 




OPEN SHELF ANGLED UNIT LEFT - ANTRACITA 


35 7/16" x 11 13/16" x 10 1/8" 


L175000049 


754 




OPEN SHELF ANGLED UNIT LEFT - NATURAL 


35 7/16" x 11 13/16" x 10 1/8" 


L175000053 


754 
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PORCELANOSA 

BATH 

vanities 



MENHIR (SINGLE) fm 

by estudi{h}ac 




[5.8cm] 




General Features 

- Blanco Athenas or Crema Italia Stone vessel Sink and countertop 

- Antracita or Natural wood cabinets 

- Wall Mounted Unit 

- Incorporated chrome towel rail 

- Wall Mounted Unit 

- Mirror with Shelves 

- Designer series - Designed by Estudi{H}ac 



Available Colors 

Wood elements 



Stone elements 



ANTRACITA NATURAL 



ATHENAS ITALIA 




23 i 



[60cm] 



1^16"f- 

[5cm] 






Component Description Dimensions Code Points 



A. 


MENHIR WALL MOUNT VANITY CABINET - ANTRACITA ATHENAS 


37" x 22 1/4" 


L175000051 


2420 




MENHIR WALL MOUNT VANITY CABINET - ANTRACITA ITALIA 


37" x 22 1/4" 


L175000058 


2420 




MENHIR WALL MOUNT VANITY CABINET - NATURAL ATHENAS 


37" x 22 1/4" 


L175000054 


2420 




MENHIR WALL MOUNT VANITY CABINET - NATURAL ITALIA 


37" x 22 1/4" 


L175000057 


2496 




MENHIR STONE VANITY TOP - ATHENAS 


37" 


L179702159 


1208 




MENHIR STONE VANITY TOP - ITALIA 


37" 


L179702157 


1284 


B. 


MENHIR WOOD COUNTERTOP - ANTRACITA 


35 7/16" x 21 5/8" 


L172109831 


1360 




MENHIR WOOD COUNTERTOP - NATURAL 


35 7/16" x 21 5/8" 


L172109841 


1360 


C. 


MENHIR VESSEL SINK - BLANCO ATHENAS CLASSICO 


16 1/2" 


L170302837 


1208 




MENHIR VESSEL SINK - CREMA ITALIA CLASSICO 


16 1/2" 


L170302838 


1208 


D. 


MENHIR MIRROR -ANTRACITA 


35 7/16" x 1 5/16" x 23 5/8" 


L175000064 


1208 




MENHIR MIRROR - NATURAL 


35 7/16" x 1 5/16" x 23 5/8" 


L175000071 


1208 


E. 


RECTANGLE MIRROR WITH LACQUERED FRAME - ANTRACITA 


35 7/16" x 1 5/16" x 23 5/8" 


L175000060 


754 




RECTANGLE MIRROR WITH LACQUERED FRAME - NATURAL 


35 7/16" x 1 5/16" x 23 5/8" 


L175000046 


754 


F. 


OPEN SHELF ANGLED UNIT RIGHT - ANTRACITA 


35 7/16" x 11 13/16" x 10 1/8" 


L175000048 


754 




OPEN SHELF ANGLED UNIT RIGHT - NATURAL 


35 7/16" x 11 13/16" x 10 1/8" 


L175000055 


754 




OPEN SHELF ANGLED UNIT LEFT - ANTRACITA 


35 7/16" x 11 13/16" x 10 1/8" 


L175000049 


754 




OPEN SHELF ANGLED UNIT LEFT - NATURAL 


35 7/16" x 11 13/16" x 10 1/8" 


L175000053 


754 
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PORCELANOSA 

BATH 

vanities 



70 7 /b" 



7 7 /s" 
[20cm; 



[180cm] 



57& 









[145cm] 






[54cm] 






E 
o 






















o 











SPIRIT «?m 

by a-cero 



General Features 

- A-cero Dark or Gloss Stone Sink 

- Roble Intenso or Roble Ceniza cabinets 

- Wall Mounted Unit 

- Designer series - Designed by A-cero 



Available Colors 

Wood elements 



ROBLE 
INTENSO 



ROBLE 
CENIZA 



Stone elements 



A-CERO 
DARK 



A-CERO 
GLOSS 



[12cm] 




Component Description 


Dimensions 


Code 


Points 


A. SPIRIT VANITY - ROBLE CENIZA 


70 7/8" x 7 7/8" x 15 3/4" 


L175000015 


2269 


SPIRIT VANITY - ROBLE INTENSO 


70 7/8" x 7 7/8" x 15 3/4" 


L175000016 


2269 


B. SPIRIT SINK -A-CERO DARK 


57 1/8" x 16 9/16" x 4 3/4" 


L171301224 


4163 


SPIRIT SINK -A-CERO GLOSS 


57 1/8" x 16 9/16" x 4 3/4" 


L171301223 


3481 


C. SPIRIT MIRROR - NEBOA 


96 15/16" x 51 3/8" 


L179702086 


1208 
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PORCELANOSA 

BATH 

vanities 



SPIRIT II tm 

by a-cero 



. 16°/16" 

[41.1cm] 



General Features 

- A-cero Dark or Gloss Stone Sink 

- Roble Intenso or Roble Ceniza cabinets 

- Wall Mounted Unit 

- Designer series - Designed by A-cero 



Available Colors 

Wood elements 



Stone elements 





[12.7cm] 



ROBLE 
INTENSO 



ROBLE 
CENIZA 



A-CERO 
DARK 



A-CERO 
GLOSS 



C. 




=E3 a 

18 5 /te" „ 
[46.5cm] 



Component Description 


Dimensions 


Code 


Points 


A. SPIRIT VANITY II - ROBLE CENIZA 


20 7/8" x 33 3/4" x 19 11/16" 


L175000028 


2269 


SPIRIT VANITY II - ROBLE INTENSO 


20 7/8" x 33 3/4" x 19 11/16" 


L175000026 


2269 


B. SPIRIT II SINK - A-CERO DARK 


20 7/8" x 19 11/16" 


L170302655 


4542 


SPIRIT II SINK - A-CERO GLOSS 


20 7/8" x 19 11/16" 


L170302656 


4163 


C. SPIRIT II MIRROR 


35 7/16" x 18 5/16" x 1" 


L175000023 


341 
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PORCELANOSA 

BATH 

stone series basins 




NEGRO MARQUINA BROWN STONE GREY STONE 




CREMA ITALIA BEIGE CREMA NILO 




BLANCO ALMERIA BLANCO ATH EN AS 



90 



KRABI m& 



General Features 

- Made of natural stone 

- Freestanding 

Available Formats 

1 6 9/1 6" x 33 7/1 6" 



Component Description 


Dimensions 


Code 


Points 


KRABI BASIN 


- NEGRO MAROUINA 


16 9/lfi' 


x 33 7/ifi" 


L170801114 


3481 


KRABI BASIN 


- BROWN STONE 


16 9/16' 


x 33 7/ifi" 


L170801102 


3481 


KRABI BASIN 


-GREY STONE 


16 9/16' 


x 33 7/ifi" 


L170801099 


3481 


KRABI BASIN 


- CREMA ITALIA 


16 9/lfi' 


x 33 7/ifi" 


L170801064 


3481 


KRABI BASIN 


- BEIGE 


16 9/ 16 ' 


x 33 7/ifi" 


L170801072 


3481 


KRABI BASIN 


- CREMA NILO 


16 9/ 16 ' 


x 33 7/ifi" 


L170801059 


2420 


KRABI BASIN 


- BLANCO ALMERIA 


16 9/ 16 ' 


x 33 7/ifi" 


L170801063 


3481 


KRABI BASIN 


- BLANCO ATHENAS 


16 9/lfi' 


x 33 7/ifi" 


L171301062 


6814 



[14cm] 




PORCELANOSA 

BATH 

stone series basins 




NEGRO MARQUINA BROWN STONE 



O O 



GREY STONE 



CREMA ITALIA 



BEIGE 



CREMA NILO 



BLANCO ALMERIA BLANCO ATHENAS 



THAI stone 



General Features 

- Made of natural stone 

- Freestanding 

Available Formats 

1 8 1/8" x 16 15/1 6" x 33 7/1 6" 



Component Descriotion 


Dimensions 




Code 


Points 


THAI BASIN 


- NEGRO MAROUINA 


18 1/8 


'X 16 15/16' 


X 33 7/16" 


L170302389 


9087 


THAI BASIN 


- BROWN STONE 


18 1/8 


'X 16 15/16' 


X 33 7/1 6" 


L170302187 


7572 


THAI BASIN 


- GREY STONE 


18 1/8 


'X 16 15/16' 


x 33 7/1 fi" 


L170302262 


7572 


THAI BASIN 


- CREMA ITALIA 


18 1/8 


'X 16 15/16' 


x 33 7/i6" 


L170302264 


6814 


THAI BASIN 


- BEIGE 


18 1/8 


'X 16 15/16' 


x 33 7/i6" 


L170302266 


6814 


THAI BASIN 


- CREMA NILO 


18 1/8 


'X 16 15/16' 


x 33 7/i6" 


L170302188 


6814 


THAI BASIN 


- BLANCO ALMERIA 


18 1/8 


'X 16 15/16' 


X 33 7/ifi" 


L170302263 


6814 


THAI BASIN 


-BLANCO ATHENAS 


18 1/8 


'X 16 15/16' 


X 33 7/ifi" 


L170302185 


8330 




PORCELANOSA 

BATH 

stone series basins 




PHUKET nm 




O 



NEGRO MARQUINA BROWN STONE GREY STONE 



O O 



CREMA ITALIA BEIGE CREMA NILO 



General Features 

- Made of natural stone 

- Freestanding 

Available Formats 

19 11/1 6"x 1 3 5/1 6" x 33 7/1 6" 



Component Description 


Dimensions 




Code 


Points 


PHUKET BASIN - NEGRO MAROUINA 


19 H/16' 


X 13 5/16' 


x 33 7/1 fi" 


L170302273 


7572 


PHUKET BASIN - BROWN STONE 


19 H/16' 


X 13 5/16' 


x 33 7/1 fi" 


L171301061 


4542 


PHUKET BASIN -GREY STONE 


19 H/16' 


X 13 5/lfi' 


x 33 7/ 1fi " 


L170302272 


4542 


PHUKET BASIN - CREMA ITALIA 


19 H/16' 


X 13 5/16' 


x 33 7/ 1fi " 


L170302277 


4011 


PHUKET BASIN - BEIGE 


19 H/16' 


X 13 5/lfi' 


x 33 7/ 1fi " 


L170302276 


4011 


PHUKET BASIN - CREMA NILO 


19 H/16' 


X 13 5/16' 


x 33 7/ 1fi " 


L171301057 


4163 


PHUKET BASIN - BLANCO ALMERIA 


19 H/16' 


X 13 5/16' 


x 33 7/ 1fi " 


L170302275 


4163 


PHUKET BASIN - BLANCO ATHENAS 


19 H/16' 


X 13 5/lfi' 


x 33 7/ 1fi " 


L171301056 


6814 



CO 
CO 



BLANCO ALMERIA BLANCO ATHENAS 



E 

o 

LO 
00 



LO 

CM 



E 

o 

LO 
LO 



19 1 V 



[50cm] 



TT 
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PORCELANOSA 

BATH 

stone series basins 



BUDDHA «one 




I 




NEGRO MARQUINA BROWN STONE GREY STONE 



O O 



CREMA ITALIA BEIGE CREMA NILO 



O O 

BLANCO ALMERIA BLANCO ATHENAS 



General Features 

- Made of natural stone 

- Freestanding 

Available Formats 

18 V2"x33 7/16" 



Component Descriotion 


Dimensions 


Code 


Points 


BUDDHA BASIN 


- NEGRO MAROUINA 


18 V?"x 33 7/W 


L170302395 


7572 


BUDDHA BASIN 


- BROWN STONE 


18 i/?"x 33 7/16" 


L171301060 


5148 


BUDDHA BASIN 


-GREY STONE 


18 i/?"x 33 7/16" 


L170302388 


5148 


BUDDHA BASIN 


- CREMA ITALIA 


18 i/?"x 33 7/-I6" 


L170302400 


3784 


BUDDHA BASIN 


- BEIGE 


18 i/?"x 33 7/ 16 " 


L170302393 


3784 


BUDDHA BASIN 


- CREMA NILO 


18 i/?"x 33 7/ 16 " 


L171301058 


3784 


BUDDHA BASIN 


- BLANCO ALMERIA 


18 i/?"x 33 7/ 16 " 


L171301072 


5148 


BUDDHA BASIN 


- BLANCO ATHENAS 


l8V?"x 33 7/ 1fi " 


L171301059 


6814 
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PORCELANOSA 

BATH 

stone series basins 



AZRAMA stone 

by c odagh 
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PORCELANOSA 

BATH 

stone series basins 



MENHIR « 9 ne 

Dy estudi{h}ac 





General Features 

- Made of natural stone 

- Wood shelf attached 

- Freestanding 

- Designer series - Designed by Estudi{H}ac 

Available Formats 

18 1/2" x 30 1/4"x33 7/16" 



Component Description 



Dimensions 



Code 



Points 



MENHIR BASIN 


- ATH EN AS /NATURAL 


18 1/2" x 30 V4" x 33 Vie" 


L170302839 


3632 


MENHIR BASIN 


- ITALIA / NATURAL 


18 i/?"x 30 1/4" x 33 7/1 fi" 


L179702160 


3632 


MENHIR BASIN 


- ATH EN AS / ANTRACITA 


18 i/?"x 30 1/4" x 33 7/1 fi" 


L179702178 


3632 


MENHIR BASIN 


- ITALIA / ANTRACITA 


18 y?"x 30 1/4" x 33 7/1 fi" 


L179702179 


3632 



Wood elements Stone elements 

• OOO 

ANTRACITA NATURAL ATHENAS ITALIA 




30^" 

[76.8cm] 
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PORCELANOSA 

BATH 

stone series basins 



duomo mm 




General Features 

- Made of natural stone 

- Wall mounted 

Available Formats 

33 V4" x 1 8 7/8" x 3 9/1 6" 



Component Description 


Dimensions 




Code 


Points 


DUOMO SINK - NEGRO MAROUINA 


33 1A" x 18 7/8 


'X3 9/lfi" 


L170302281 


1662 


DUOMO SINK - BROWN STONE 


33i/Y'xl8 7/8 


'X 3 9/lfi" 


L170302291 


1663 


DUOMO SINK - GREY STONE 


33iA"xl8 7/8 


'X 3 9/lfi" 


L170302301 


1663 


DUOMO SINK - CREMA ITALIA 


33iA"xl8 7/8 


'X 3 9/lfi" 


L170302002 


1208 


DUOMO SINK -BEIGE 


33iA"xl8 7/8 


'x 3 9/ 1fi " 


L170302004 


1208 


DUOMO SINK - CREMA NILO 


33i/Y'xl8 7/8 


'x 3 9/ 1fi " 


L170302311 


1208 


DUOMO SINK - BLANCO ALMERIA 


33iA"xl8 7/8 


'x 3 9/ 1fi " 


L170302001 


1208 


DUOMO SINK - BLANCO ATHENAS 


33 1/4" x 18 7/a 


' X 3 9/l6" 


L170302321 


1284 



o 



NEGRO MARQUINA BROWN STONE GREY STONE 



O O 



CREMA ITALIA BEIGE CREMA NILO 



BLANCO ALMERIA BLANCO ATHENAS 




PORCELANOSA 

BATH 

stone series basins 



SOUL HOLLOW mm 



General Features 

- Made of natural stone 

- Wall mounted 



Available Formats 

1 8 7/8" x 33 1/4" x 3 9/16" 




Component Description 


Dimensions 


Code 


Points 


SOUL HOLLOW SINK - NEGRO MAROUINA 


18 7/8 


'x 33 V^" x 3 9/1 fi" 


L170302711 


2268 


SOUL HOLLOW SINK - BROWN STONE 


18 7/8 


'x 33 1/4" x 3 9/1 fi" 


L170302695 


1663 


SOUL HOLLOW SINK - GREY STONE 


18 7/ 8 


'x 33 1/4" x 3 9/16" 


L170302710 


1663 


SOUL HOLLOW SINK - CREMA ITALIA 


18 7/ 8 


'x 33 1/4" x 3 9/ 1fi " 


L170302698 


1284 


SOUL HOLLOW SINK - BEIGE 


18 7/8 


'x 33 1/4" x 3 9/ 16 " 


L170302701 


1662 


SOUL HOLLOW SINK - CREMA NILO 


18 7/8 


'x 33 1/4" x 3 9/ 1fi " 


L170302697 


1662 


SOUL HOLLOW SINK - BLANCO ALMERIA 


18 7/8 


'x 33 1/4" x 3 9/ 1fi " 


L170302689 


1662 


SOUL HOLLOW SINK - BLANCO ATHENAS 


18 7/8 


'x 33 1/4" x 3 9/i fi " 


L170302696 


1815 



o o 



NEGRO MARQUINA BROWN STONE GREY STONE 



CREMA ITALIA BEIGE CREMA NILO 



O O 

BLANCO ALMERIA BLANCO ATHENAS 



CO 



1Q 3 /4" 



[27.2cm] 



00 



E 
o 

CM 



33X4' 



[84.5cm] 



JD 



1R 5 /«" 



[42.2cm] 



■ O 

o 
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KOBE stone 



PORCELANOSA 

BATH 

stone series basins 




General Features 

- Made of natural stone 

- Wall mounted 

Available Formats 

47 V4" x 20 11/1 6" x 2 3/8' 



Component Description 


Dimensions 




Code 


Points 


KOBE SINK - NEGRO MAROUINA 


47 1/4" x 20 11/16' 


x 2 3/«" 


L170302371 


1814 


KOBE SINK - BROWN STONE 


47 1/4" x 20 11/1 6' 


x 2 3/a" 


L170302364 


1662 


KOBE SINK - GREY STONE 


47i/4"x20H/i6' 


x 2 3/a" 


L170302372 


1284 


KOBE SINK - CREMA ITALIA 


47i/4"x20H/i6' 


x 2 3/a" 


L170801045 


1208 


KOBE SINK - BEIGE 


47i/4"x20H/i6' 


x 2 3/a" 


L170801046 


1208 


KOBE SINK - CREMA NILO 


47 1/4" x 20 11/1 fi ' 


x 2 3/ 8 " 


L170302384 


1208 


KOBE SINK - BLANCO ALMERIA 


47 1/4" x 20 11/1 fi ' 


x 2 3/ 8 " 


L170801053 


1208 


KOBE SINK - BLANCO ATHENAS 


47 1A" x 20 11/1 fi ' 


x 2 3/a" 


L170302385 


2195 



NEGRO MARQUINA BROWN STONE GREY STONE 



O O 



CREMA ITALIA 



BEIGE 



CREMA NILO 



BLANCO ALMERIA BLANCO ATHENAS 




PORCELANOSA 

BATH 

stone series basins 



GEISHA stone 



General Features 

- Made of natural stone 

- Wall mounted 




Available Formats 

33 V4" x 1 8 7/8" x 3 9/1 6" 



Component Description 


Dimensions 




Code 


Points 


GEISHA SINK - NEGRO MAROUINA 


33 1/4" X 18 7/8 


'x 3 9/1 fi" 


L171301124 


2420 


GEISHA SINK - BROWN STONE 


33 1/4" X 18 7/8 


'X 3 9/1 fi" 


L170302201 


1814 


GEISHA SINK -GREY STONE 


33 1/4" X 18 7/ 8 


'X 3 9/1 fi" 


L170302251 


1814 


GEISHA SINK - CREMA ITALIA 


33 1/4" X 18 7/ 8 


'x 3 9/ 1fi " 


L170302211 


1360 


GEISHA SINK - BEIGE 


33 1/4" X 18 7/8 


'x 3 9/ 1fi " 


L170302231 


1284 


GEISHA SINK - CREMA NILO 


33 1/4" X 18 7/8 


'x 3 9/ 1fi " 


L170302221 


1284 


GEISHA SINK - BLANCO ALMERIA 


33 1/4" X 18 7/8 


'x 3 9/ 1fi " 


L170302191 


1284 


GEISHA SINK - BLANCO ATHENAS 


33 1/4" X 18 7/8 


'x 3 9/i fi " 


L170302261 


2269 



NEGRO MARQUINA BROWN STONE 



GREY STONE 



E 

33K" 






[84.5cm] 






— ^ 



o o 



CREMA ITALIA 



BEIGE 



CREMA NILO 



BLANCO ALMERIA BLANCO ATHENAS 




[13.2cm] 



[15cm] 
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r i c rr 

PORCELANOSA SOLID SURFACE 

worktops & basins 




PORCELANOSA 

BATH 

worktops & Basins 




ALMOND km err 



General Features 

- Made of KRION® Solid Surface 

- Integrated overflow system 




^ > 




Available Formats 

19 2/3 "x 15 3/4 "x 35 3/7 " 

Available Colors 

o o 

KRION® STONE KRION® PAINTED KRION® PAINTED 
(WHITE) (GREY) (BLACK) 



Component Description 




Dimensions 


Code 


Points 


ALMOND WALL- WHITE 




19 2/3" x 15 3/4" x 35 3/7" 


S110600002 


2796.28 


ALMOND WALL- GREY 




19 2/3" x 15 3/4" x 35 3/7" 


S110600004 


3119.74 


ALMOND WALL- BLACK 




19 2/3" x 15 3/4" x 35 3/7" 


S110600008 


3119.74 


ALMOND FREESTANDING- 


WHITE 


19 2/3" x 15 3/4" x 35 3/7" 


S110600003 


2873.80 


ALMOND FREESTANDING- 


GREY 


19 2/3" x 15 3/4" x 35 3/7" 


S110600006 


3197.22 


ALMOND FREESTANDING- 


BLACK 


19 2A" X 15 3A"x 35 3/ 7 " 


S110600007 


3197.22 




102 



In order to assure a correct installation of this product, we recommend to use the instructions provided by SYSTEM F 



PORCELANOSA 

BATH 

worktops & Basins 




%^ A. 




^ C. 



- 24" - 




e 















KOLE Rncn s 



General Features 

- Made of KRION® Solid Surface 

- Towel rail available 

Available Formats 

24" 
27" 
32" 

40" 

43 i/4» 

44 i/4» 



Component Description 


Dimensions 


Code 


Points 


A. KOLE 


24" 


S500941006 


637.15 


B. KOLE 


27" 


S500941007 


820.70 


C. KOLE 


32" 


S500900002 


913.17 


D. KOLE 


40" 


S500905003 


944.44 


F. KOI F I FFT 


44 W 1 FFT 


S500900004 


1043.62 


F. KOLE RIGHT 


43 1/4" RIGHT 


S500900003 


1043.62 


F. CORNER TOWEL RAIL - STAINLESS STEEL 


17" x 1" x 2" 


S500941009 


159 


Shelf Kole 70 




S500941008 


541.23 


Kole right towel rail 

SP chrome drain valve without overflow 




S500941010 
S809500080 


132.31 
40.16 





© 












1 39-3/8" U 



E/F. RIGHT / 




-43-5/16"- 




- 31-1/2" 



3 OOL 



In order to assure a correct installation of this product, we recommend to use the instructions provided by SYSTEM POOL. 



PORCELANOSA 

BATH 

worktops & Basins 



Available Colors 

Basin 



KRION® STONE 
(WHITE) 



Frame 



BLACK CHROME 



MODUL km sir 



General Features 

- Made of KRION® Solid Surface 

- Integrated overflow system 



Drawer Shelf 



Towel Rack 



OAK WHITE BLACK CHROME 



Available Formats 

31 1/2" x 17 11/16" 
47 1/4" x 17 11/16" 
63" x 17 11/16" 



17-11/16" 



17-11/16" 



17-11/16" 



0 



V I "T V 



3^ 



3^ 



63" • 



3^ 



17-11/16" 



47-1/4" 



5^ 



3^ 



47-1/4" 



^ 0 



- 31-1/2 — 



^ & 



-31-1/2- 



17-11/16" \^ 



Component Description 




Dimensions 


Code 


Points 


MODUL RIGHT 




31 1/2" x 17 M/ie" 


S502300003 


520.96 


MODUL LEFT 




31 V?" x 17 H/16" 


S502300005 


520.96 


Accessories 




Dimensions 


Code 


Points 


MODUL UNIT 31 1/2 - BLACK 




31 1/2" 


S220800017 


348.31 


MODI II IINTT31 1 19 - fHRDMF 




31 yz" 




816 87 


MODUL 31 1/2 DRAWER UNIT - OAK 




31 y?" 


S804300006 


862.58 


MODUL 31 1/2 SHELF 




31 y?" 


S220800023 


187.72 


MODUL FRAME WITH TOWEL RACK RIGHT 


- BLACK 


31 V2" 


S804100015 


185.30 


Mif\ m ii rn a ka r ia/tti i ttviai i~i n a r\/ mr i it 

MODUL FRAME WITH TOWEL RACK RIGHT 


- CHROME 


31 1/2" 


S804100010 


529.99 


MODUL FRAME WITH TOWEL RACK LEFT - 


BLACK 


31 y?" 


S804100014 


185.30 


MODUL FRAME WITH TOWEL RACK LEFT - 


CHROME 


31 y?" 


S804100016 


514.55 


Basin 




Dimensions 


Code 


Points 


MODUL RIGHT 




47 1/4" x 17 ii/ie" 


S502300001 


751.49 


MODUL LEFT 




47 1/4" x 17 ii/ie" 


S502300006 


751.49 


Accessories 




Dimensions 


Code 


Points 


MODUL UNIT 47 1/4 - BLACK 




47 1/4" 


S220800018 


399.46 


MODUL UNIT 47 1/4 - CHROME 




47 1/4" 


S220800016 


958.13 


MODUL 47 1/4 DRAWER UNIT - OAK 




47 1/4" 


S804300012 


933.33 


MODUL 47 1/4 SHELF 




47 1/4" 


S220800021 


280.14 


MODUL FRAME WITH TOWEL RACK RIGHT 


- BLACK 


47 1/4" 


S804100017 


211.98 


MODUL FRAME WITH TOWEL RACK RIGHT 


- CHROME 


47 1/4" 


S804100006 


782.35 


MODUL FRAME WITH TOWEL RACK LEFT - 


BLACK 


47 1/4" 


S804100004 


211.98 


MODUL FRAME WITH TOWEL RACK LEFT - 


CHROME 


47 1/4" 


S804100008 


782.35 


Basin 




Dimensions 


Code 


Points 


MODUL 2 WORKTOPS 




63" x 17 ii/ie" 


S502300004 


1062.11 


Accessories 




Dimensions 


Code 


Points 


MODUL UNIT 63 - BLACK 




63" 


S220800015 


682.78 


MODUL UNIT 63 -CHROME 




63" 


S220800019 


1603.67 


MODUL 63 SHELF 




63" 


S220800022 


389.97 


MODUL FRAME WITH TOWEL RACK - BLACK 


63" 


S804100013 


277.96 


MODUL FRAME WITH TOWEL RACK - CHROME 


63" 


S804100011 


832.83 


Accessory (for all) 




Dimensions 


Code 


Points 


CLICK CLACK WASTE 






S809500076 


52.29 



In order to assure a correct installation of this product, we recommend to use the instructions provided by SYSTEM POOL. 
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PORCELANOSA 

BATH 

worktops & Basins 



Available Colors 



o 



KRION® STONE BLACK 
(WHITE) 



GREY 



MINT TORTOLA 



MODUL SINKS km err 



General Features 

- Made of KRION® Solid Surface 

- Integrated overflow system 
Available Formats 



Component Description 

MODUL SINK -WHITE 



MODUL SINK - BLACK 



MODUL SINK -GREY 



MODUL SINK - MINT 



MODUL SINK -TORTOLA 



MODUL SINK -WHITE 



MODUL SINK - BLACK 



MODUL SINK -GREY 



MODUL SINK - MINT 



MODUL SINK -TORTOLA 



MODUL SINK -WHITE 



MODUL SINK - BLACK 



MODUL SINK -GREY 



MODUL SINK -MINT 



MODUL SINK -TORTOLA 



MODUL SINK -WHITE 



MODUL SINK - BLACK 



MODUL SINK -GREY 



MODUL SINK - MINT 



MODUL SINK -TORTOLA 



MODUL SINK. RIGHT- WHITE 



MODUL SINK. RIGHT - BLACK 



MODUL SINK. RIGHT -GREY 



MODUL SINK. RIGHT -MINT 



MODUL SINK. RIGHT -TORTOLA 



MODUL SINK. LEFT- WHITE 



MODUL SINK. LEFT - BLACK 



MODUL SINK. LEFT - GREY 



MODUL SINK. LEFT - MINT 



MODUL SINK. LEFT -TORTOLA 



MODUL SINK. CORNER -WHITE 



MODUL SINK. CORNER - BLACK 



MODUL SINK. CORNER -GREY 



MODUL SINK. CORNER - MINT 



MODUL SINK. CORNER - TORTOLA 



MODUL PEDESTAL - WHITE 



MODUL PEDESTAL - BLACK 



MODUL PEDESTAL -GREY 



MODUL PEDESTAL - MINT 



MODUL PEDESTAL - TORTOLA 



CLICK CLACK WASTE 



13 3/8" x 16 1/8" 
23 1/4" x 16 1/8" 
31 1/2" x 16 1/8" 
47 1/4" x 16 1/8" 
19 11/16" x 19 1/8" 
19 11/16"x 19 11/16" 



Dimensions 

13 3/8" x 16 1/8" 



13 3/8" x 16 1/8" 



13 3/8" x 16 1/8" 



13 3/8" x 16 1/8" 



13 3/8" x 16 1/8" 



23 1/4" x 16 1/8" 



23 1/4" x 16 1/8" 



23 1/4" x 16 1/8" 



23 1/4" x 16 1/8" 



23 1/4" x 16 1/8" 



31 1/2" x 16 1/8" 



31 1/2" x 16 1/8" 



31 1/2" x 16 1/8" 



31 1/2" x 16 1/8" 



31 1/2" x 16 1/8" 



47 1/4" x 16 1/8" 



47 1/4" x 16 1/8" 



47 1/4" x 16 1/8" 



47 1/4" x 16 1/8" 



47 1/4" x 16 1/8" 



13 3/8" x 16 1/8" 



13 3/8" x 16 1/8" 



13 3/8" x 16 1/8" 



13 3/8" x 16 1/8" 



13 3/8" x 16 1/8" 



13 3/8" x 16 1/8" 



13 3/8" x 16 1/8" 



13 3/8" x 16 1/8" 



13 3/8" x 16 1/8" 



13 3/8" x 16 1/8" 



19 H/16" x 19 H/16" 



19 H/16" x 19 H/16" 



19 H/16" x 19 H/16" 



19 H/16" x 19 H/16" 



19 H/16" x 19 H/16" 



Code 



S5Q22QQQQ1 



S5Q22QQQ26 



S5Q22QQQ27 



S5Q22QQQ39 



S5Q22QQQ56 



S5Q22QQQQ7 



S5Q22QQQ19 



S5Q22QQQ25 



S5Q22QQQ34 



S5Q22QQQ54 



S5Q22QQQQ5 



S5Q22QQQ14 



S5Q22QQQ15 



S5Q22QQQ31 



S5Q22QQQ47 



S5Q22QQQQ6 



S5Q22QQQ22 



S5Q22QQQ23 



S5Q22QQQ3Q 



S5Q22QQQ46 



S5Q22QQQQ4 



S5Q22QQQ16 



S5Q22QQQ17 



S5Q22QQQ4Q 



S5Q22QQQ5Q 



S5Q22QQQQ3 



S5Q22QQQ18 



S5Q22QQQ2Q 



S5Q22QQQ42 



S5Q22QQQ51 



S5Q22QQQQ8 



S5Q22QQQ13 



S5Q22QQQ12 



S5Q22QQQ37 



S5Q22QQQ52 



S809500076 



Points 



413.26 



569.96 



569.96 



569.96 



569.96 



462.21 



634.16 



634.16 



634.16 



634.16 



573.20 



775.04 



775.04 



775.04 



775.04 



735.18 



940.75 



940.75 



940.75 



940.75 



468.08 



597.32 



597.32 



597.32 



597.32 



468.08 



600.01 



600.01 



600.07 



600.07 



441.53 



553.44 



553.44 



553.44 



553.44 



6 5/16" x 12 5/8" x 26 3/4" S804100018 557.91 



6 5/16" x 12 5/8" x 26 3/4" S804100019 719.44 



6 5/16" x 12 5/8" x 26 3/4" S804100020 719.44 



6 5/16" x 12 5/8" x 26 3/4" S804100021 719.44 



6 5/16" x 12 5/8" x 26 3/4" S804100022 719.44 



52.29 
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PORCELANOSA 

BATH 

worktops & Basins 



MODUL mcrr 



General Features 

- Made of KRION® Solid Surface 

- Integrated overflow system 

Available Formats 

19 2/3 "x 15 3/4 "x 35 3/7 " 

Available Colors 



KRION® STONE 
(WHITE) 



BLACK 



GREY 



O O 



MINT 



TORTOLA 



Component Descriotion 


Dimensions 




Code 


Points 


MODUL WALL- WHITE 




13 3/8" 


x 16 1/8' 


X 337/16" 


S502200010 


1133.86 


MODUL WALL- BLACK 




13 3/8" 


x 16 1/8' 


X 337/16" 


S502200024 


U08.07 


MODUL WALL- GREY 




13 3/8" 


x 16 1/8' 


X 337/16" 


S502200021 


U08.07 


MODUL WALL- MINT 




13 3/8" 


x 16 1/8' 


X 337/16" 


S502200035 


U08.07 


MODUL WALL- TORTOLA 




13 3/8" 


x 16 1/8' 


X 337/16" 


S502200053 


U08.07 


MODUL FREESTANDING- 


WHITE 


13 3/8" 


x 16 1/8' 


X 337/16" 


S502200011 


1598.33 


MODUL FREESTANDING- 


BLACK 


13 3/8" 


x 16 1/8' 


X 337/16" 


S502200029 


1966.23 


MODUL FREESTANDING- 


GREY 


13 3/8" 


x 16 1/8' 


X 337/16" 


S502200028 


1966.23 


MODUL FREESTANDING- 


MINT 


13 3/8" 


x 16 1/8' 


X 337/16" 


S502200045 


1966.23 


MODUL FREESTANDING- 


TORTOLA 


13 3/8" 


x 16 1/8' 


X 337/16" 


S502200055 


1966.23 
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PORCELANOSA 

BATH 

worktops & Basins 



SP CONCEPT km err 



General Features 

- Made of KRION® Solid Surface 

Available Formats 

33" 

Available Colors 



KRION® STONE 
(WHITE) 



Component Description 


Dimensions 


Code 


Points 


SP CONCEPT FREESTANDING - WHITE 


33" 


S501200004 


2739.03 


SP CONCEPT WALL - WHITE 


33" 


S501200003 


2661.55 


Accessory (for all) 


Dimensions 


Code 


Points 


CLICK CLACK WASTE 




S809500076 


52.29 




In order to assure a correct installation of this product, we recommend to use the instructions provided by 1 QQ 

SYSTEMPOOL. 



PORCELANOSA 

BATH 

worktops & Basins 



Available Colors 



Basin 



Frame 



KRION® STONE CHROME GOLD 
(WHITE) 

Epoque unit frame Swarovsky Trim 

o © o 

NATURAL ASH GLASS GOLD 






EPOQUE kmc it 



General Features 

- Made of KRION® Solid Surface 

- Integrated overflow system 

Available Formats 

18"x13" 

47 1/4" x 17 11/16" 
63" x 17 11/16" 





Component Description 


Dimensions 


Code 


Points 


A. BASIN - KRION® STONE 


18" x 13" 


S502100001 


423.58 


A. BASIN - KRION® STONE, SWAROVSKY GLASS TRIM 


18" x 13" 


S502100004 


1105.42 


A. BASIN - KRION® STONE, GOLD SWAROVSKY GLASS TRIM 


18" x 13" 


S502100003 


1115.53 


B. HAND BASIN - KRION® STONE 


27" x 17" 


S502100002 


901.18 


B. HAND BASIN - KRION® STONE, SWAROVSKY GLASS TRIM 


27" x 17" 


S502400003 


1556.63 


C. DOUBLE HAND BASIN - KRION® STONE 


47" x 17" 


S502200036 


1309.78 


C. DOUBLE HAND BASIN - KRION® STONE. SWAROVSKY GLASS TRIM 47" x 17" 


S502400004 


2145.03 


Countertop 


Dimensions 


Code 


Points 


D. COUNTERTOP FOR 27" HAND BASIN - KRION® STONF 


27" 


S502300001 


350.38 


D. COUNTERTOP FOR 47" HAND BASIN - KRION® STONF 


47" 


S502300006 


566.00 


Legs / Unit 


Dimensions 


Code 


Points 


E. FRAME FOR 27" HAND BASIN - CHROME 


27" 


S804200003 


1053.92 


E. FRAME FOR 27" HAND BASIN - GOLD 


27" 


S804200005 


1497.58 


F. FRAME FOR 47" HAND BASIN - CHROME 


47" 


S804200002 


1276.09 


F. FRAME FOR 47" HAND BASIN - GOLD 


47" 


S804200004 


1748.02 


G. EPOQUE UNIT FOR 18" BASIN - NATURAL ASH WOOD 


18 1/8" x 13" 


S804200001 


1294.17 


Accessory (for all) Dimensions 


Code 


Points 


CLICK CLACK WASTE 




S809500076 


52.29 




In order to assure a correct installation of this product, we recommend to use the instructions provided by SYSTEMPOOL. 
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if 



BATH 



faucet & shower 

fi xture collections 



f 



1 











\ 1 










01 fi" ~ M 






„ 13 .. IS 

516 11 




I 


4° 

CO 



MOOD Single lever lavatory faucet 

3/8". 01" ceramic cartridge. Length of hoses 14 3/8" without pop-up waste. 
Flow rate (mixed water) max. 1 .5 gpm @60 psi. 



N199999470 CHROME 
N199999471 WHITE 

^f/Green 



490 points 
550 points 



PORCELANOSA 

BATH 

faucets 




MOOD Floor mounted bath shower faucet 

1/2". Spout with PLUS aerator. Automatic diverter. Shower kit included 



N1 99999423 CHROME 
N199999422 WHITE 

(H ^/Green 



2990 points 
3290 points 
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LOUNGE Single control lavatory faucet 

Without pop-up drain. 6-7/8" spout reach. Aerator "Plus". Flexible connec- 
tions. Flow rate max 1 .5 gpm. @ 60 psi. 



N199999465 POLISHED CHROME 



648 points 



(§| ^/f/Green 

r^^i is " 





LOUNGE High spout single control lavatory faucet 

Without pop-up drain. 6-7/8" spout reach. Aerator "Plus". Flexible connec- 
tions. Flow rate max. 1 .5 gpm. @ 60 psi. 



N199999464 POLISHED CHROME 



826 points 



g/f/Green 




LOUNGE Floor mounted single control lavatory faucet 

10-1/8" spout reach. Aerator "Plus". Flow rate max. 1 .5 gpm. @ 60 psi. 



N199999461 POLISHED CHROME 



1700 points 



(f| ^/f/Green 





LOUNGE Floor mounted tub/shower faucet 

9-13/16" spout reach. Aerator flowbraker. Flow rate 3.92 gpm. @ 45 psi. 



N199999463 POLISHED CHROME 

^/f/Green 



2248 points 
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'«♦> 

: 




LOUNGE Wall mounted single control lavatory faucet 

Without pop-up drain. Aerator "Plus". Flow rate max. 1 .5 gpm. @ 60 psi. 



N199999462 POLISHED CHROME 



815 points 



(f|« OVGre en 



LOUNGE Wall handshower holder 

with water supply elbow 



N186490009 POLISHED CHROME 



PORCELANOSA 

BATH 

fixture collections 



67 points 



Single function handshower 




N158767182 POLISHED CHROME 



47 points 




LOUNGE Rain shower 

9-1/2" x 21 -1 1 1\ 6". wall mounted. Flow rate 2.84 gpm. @ 45 psi. 



N199999885 POLISHED CHROME 



2268 points 







LOUNGE Rain+waterfall effect shower head LOUNGE Pressure balance with diverter 

With W connexions. Flow rate 2.84 gpm. @ 45 psi. Valve included. 4.0 gpm. @ 45 psi. 

N199999762 POLISHED CHROME 2269 points N199999479 POLISHED CHROME 470 points 




LOUNGE Pressure balance 

Valve included. 4.1 gpm. @ 45 psi.. 

N199999478 POLISHED CHROME 385 points 
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IRTA single control lavatory faucet 

Single control lavatory faucet. Pop-up drain with 1-1/4" tail piece. 5 1/16" 
spout reach. Aerator "plus". Flexible connections. 



N161810022 POLISHED CHROME 
N161810021 STAINLESS STEEL 



486 points 
605 points 



^f/Green 




IRTA floor mounted tub shower 

Floor mounted tub shower faucet. 9-5/8" spout reach. "Plus" aerator. Flow rate 
shower: 1 ,92 gpm@45 psi - bath: 4,81 gpm@45 psi 



N161810002 POLISHED CHROME 



1721 points 



^/?/Green 





IRTA high spout single control lavatory faucet. 

High spout single control lavatory faucet. Pop-up drain with 1-1/4" tail piece. 
8-3/8" spout reach. Aerator "plus". Flexible connections. 

582 points 
695 points 



N161810024 POLISHED CHROME 
N161810023 STAINLES STEEL 



^/Green 




WF.T 



IRTA Deckmounted tub faucet 

3/8". Consisting of: handle, tub spout with diverter and hand shower with 
flexi shower. 59-1/16". "Plus" aerator. Flow rate shower: 3.09 gpm @ 45 psi 
- bath: 4.27 gpm @45 psi. 



N161810025 POLISHED CHROME 



887 points 
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LIBRA Single control lavatory faucet 

Pop-up drain. 4-11/16" spout reach. "Plus" aerator. Flexible connections. 
Flow rate max 1 .5 gpm. @ 60 psi 



N160701319 POLISHED CHROME 
N161810019 STAINLESS STEEL 

(f£® ^/f/Green 

c^^us ' " 



496 points 
619 points 



LIBRA 





LIBRA High spout single control lavatory faucet 

Pop-up drain. 8-1/4" spout reach. "Plus" aerator. Flexible connections. Flow 
rate max 1 .5 gpm. @ 60 psi. 



POLISHED CHROME 
N161810020 STAINLESS STEEL 

^/f/Green 



580 points 
748 points 



LIBRA Freestanding tub/shower faucet 

9-5/16" spout reach. "Plus" aerator. Flow rate shower: 2.2 gpm @ 45 psi - 
bath: 4.96 gpm. @ 45 psi 



N160701319 POLISHED CHROME 



496 points 
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CUBO Single control lavatory faucet CUBO High spout single control lavatory faucet 

Pop-up drain with 1 -1 /4" tail piece. 4-1 3/1 6" spout reach. Aerator "plus". Tail With clicker drain with 1 -1 /4" tail piece. 6" spout reach. Aerator "plus". Flow 

piece included. Flow rate 1 .5 gpm @ 60 psi. rate 1 .5 gpm @ 60 psi. 



N1 99999735 POLISHED CHROME 404 points N1 99999736 POLISHED CHROME 531 points 

A- ^7/Green (M/Green 
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PORCELANOSA 

BATH 

fixture collections 




CUBO Single control roman tub with handshower 

6-5/16" spout reach. Aerator "plus". Flexible connections. Flow rate 3.4 gpm CUBO Tub spout 1/2" 

@ 45 psi. 7-1/1 6" spout reach. Flow rate 4.7 gpm @ 45 psi. 

N199999739 POLISHED CHROME 1045 points N199999749 POLISHED CHROME 155 points 




CUBO Pressure Balance trim 



Pressure Balance rough in valve 

@ 80 psi. 2.5 gpm. 



N199999742 POLISHED CHROME 



224 points 



N1 99999758 



195 points 



6 16" 1 

m t Hi ■ K * i 

U Min.il" 1 % J - ^"NPT 

Max. 2 4" ™ 



CUBO Pressure Balance with diverter trim 

N199999755 POLISHED CHROME 265 points 



Pressure Balance with diverter rough in valve 

Shower outlet 2.5 gpm @ 80 psi. Tub outlet 5 gpm. Flow rate shower: 18.5 
gpm. @ 43.5 psi and Flow rate bath: 4.9 gpm. @ 43,5 psi. 

N199999759 211 points 







2" NPT 



MP 



2" NPT 



CUBO 3 way diverter trim 



N199999754 POLISHED CHROME 



3 way diverter 1/2" rough in valve 

Flow rate 7.1 gpm @ 45 psi. 



309 points 



N1 99999757 



179 points 
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ATLANTIC Single control lavatory faucet 

With clicker drain. 4-1/2" spout reach. Aerator "plus" and tail piece included. 
Flow rate 1 .5 gpm. @ 60 psi. 



N199999746 POLISHED CHROME 

tf/f/Green 



425 points 



122 




-A 




ATLANTIC High spout single control lavatory faucet 

With clicker drain. 4-1/2" spout reach. Aerator "plus" and tail piece included. 
Flow rate 1 .5 gpm. @ 60 psi. 

531 points 



N199999738 POLISHED CHROME 



^/f/Green 



PORCELANOSA 

BATH 

fixture collections 



Min. 8" 
Max. 16" 




ATLANTIC Widespread lavatory faucet 

Without clicker drain. 4-1/2" spout reach. Aerator "plus" and tail piece 
included. 

Flow rate 1 .5 gpm. @ 60 psi. 

N199999744 POLISHED CHROME 626 points 

(Sk OVGreen 




ATLANTIC Pressure Balance trim 

N199999743 POLISHED CHROME 325 points 




ATLANTIC Tub spout 1/2" 

6-3/8" spout reach. Flow rate 4.7 gpm @ 45 psi. 

N199999751 POLISHED CHROME 202 points 




Pressure Balance rough in valve 

@ 80 psi. 2,5 gpm. 

N199999758 195 points 





ATLANTIC Pressure Balance with diverter trim Pressure Balance with diverter rough in valve 

N199999750 POLISHED CHROME 381 points Shower outlet 2.5 gpm @ 80 psi. Tub outlet 5 gpm. Flow rate shower: 1 8,5 

gpm. @ 43,5 psi and Flow rate bath: 4,9 gpm. @ 43,5 psi. 

N199999759 211 points 




2" NPT 





04 2" 



2" NPT 

Min. I" 
Max. 2 5" 





2" NPT 



2" NPT 



3 way diverter 1/2" rough in valve 

Flow rate 7,1 gpm @ 45 psi. 




ATLANTIC 3 way diverter trim 



N1 99999757 



179 points 



N199999741 POLISHED CHROME 



249 points 
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PORCELANOSA 

BATH 

faucets 





018" 1 








(HI 




1 In 

1 4 







9/16" UNEF 



NK ONE Single control lavatory faucet 

Pop-up drain with 1-1/4" tail piece. 4 9/16" spout reach. Aerator "plus". Flexi- 
ble connections. Flow rate 1.13 gpm. @ 60 psi. 

200 points 



N140140055 POLISHED CHROME 



(f£® ^f/Green 

C^^l IS " 




NK ONE Pressure balance deck mounted 

Pressure balance deck mounted with temperature and flow rate control. 6 7/8" 
spout reach. Flexi Connections. Laminar flow breaker. 



N194710539 POLISHED CHROME 



613 points 
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PORCELANOSA 

BATH 

fixture collections 




NK LOGIC Single control lavatory faucet 

Pop-up drain with 1 -1/4" tail piece. 4 5/8" spout reach. Aerator "clean". 
Flexible connections. Flow rate 1 .5 gpm. @ 60 psi. 



N140140076 POLISHED CHROME 

#f/Green 



321 points 





NK LOGIC Wall mounted single control faucet without drain 

6 1/2" spout reach. Flow rate max 1 .5 gpm. @ 60 psi. 



N140140074 POLISHED CHROME 

^/Green 



370 points 





NK LOGIC High spout single control lavatory faucet 

Pop-up drain. 6 15/16" spout reach. Aerator "clean". Flexible connections. 
Flow rate max 1 .5 gpm. @ 60 psi. 



N140140075 POLISHED CHROME 



^f/Green 



394 points 





a 



NK LOGIC Free standing tub faucet 

9-7/16" spout reach. "Plus" aerator. Flexi connections. Flow rate: tub spout 
4.15 gpm. @ 43.5 psi. and hand shower 3.04 gpm. @ 43.5 psi. 

1339 points 



N194710540 POLISHED CHROME 




NK LOGIC Pressure balance with diverter. NK LOGIC Pressure balance 

Rough in included. Flow rate 3.53 gpm. @ 45 psi. Rough in included. Flow rate 3.25 gpm. @ 45 psi. 

N140140011 POLISHED CHROME 429 points N140140012 POLISHED CHROME 331 points 
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01 ft" 



02 |" 
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BATH 
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01 1" 



if 




1?"G 



^" UNEF fX^_ 



BELA Single control lavatory faucet 

Pop-up drain with 1-1/4" tail piece. 5-5/16" spout reach. Aerator "plus". 
Flexible connections. Flow rate 1 .5 gpm. @ 60 psi. 



N168199942 POLISHED CHROME 

^/Green 



213 points 



BELA High spout single control lavatory faucet 

Pop-up drain with 1-1/4" tail piece. 5-5/16" spout reach. Aerator "plus". 
Flexible connections. Flow rate 1 .5 gpm. @ 60 psi. 



N168199940 POLISHED CHROME 

^/f/Green 



269 points 




BELA Wall mounted single control faucet without drain. 

6-7/8" spout reach. "Plus" aerator. Flow rate max 1 .5 gpm. @ 60 psi. 



N168199941 POLISHED CHROME 



231 points 



sjf j^Gre en 





BELA Free standing tub pressure balance 

7-15/16" spout reach. "Plus" aerator. Flexi connections. Flow rate: tub spout 
4.1 gpm. @ 45 psi. and handshower 2.15 gpm. @ 45 psi. 

927 points 



N168199937 POLISHED CHROME 













h 
















BELA Pressure balance. Valve included 

4. 1 gpm (15,38 l/min. ) @ 45 psi. 



N168199907 POLISHED CHROME 



244 points 




BELA sink mixer with sensor control. 

With two water inlets 3/8" fl exible connections. 5 5/16" Spout reach. 
"Plus" aerator. 



N109390052 POLISHED CHROME 

^/Green 



295 points 




NPT }' 

iof 

5*, 



BELA Tub spout 1/2" 

7-1/16" spout reach. Aerator "plus". 



N268830042 POLISHED CHROME 



84 points 





BELA Pressure balance with diverter 

Valve included. 4. 0 gpm (15,12 l/min. ) @ 45 psi. 



N168199909 POLISHED CHROME 



317 points 
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1" COMP 





URBAN C Single lever sink faucet 

3/8". 01". ceramic cartridge Length of hoses 320 mm. Without pop-up 
waste. 5-1/8" spout reach. Without aerator (waterfall). 
Flow rate (mixed water) 1.1 gpm @ 60 psi. 





URBAN C High spout single lever sink faucet 

3/8". 01". ceramic cartridge Length of hoses 320 mm. 6-1/2" spout reach. 
Without aerator (waterfall). Flow rate (mixed water) 1 .1 gpm @ 60 psi. 



N199999454 POLISHED CHROME 

(f£ ^//Green 



343 points 



N199999453 POLISHED CHROME 



395 points 



A- #f/Green 

r^^\ is ' 




URBAN C Wall mounted single control faucet without drain 

5-1/2" spout reach. Without aerator (cascade version). 
Flow rate max 1.1 gpm. @ 60 psi. 



N199999460 POLISHED CHROME 



475 points 



ti|- OVGnm 
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fL 



URBAN Single control lavatory faucet 

3/8". 01" ceramic cartridge. Length of hoses 12-5/8". With pop-up drain. 
4-5/8" spout reach. "Plus" aerator. Flow rate max (mixed w 



N199999603 POLISHED CHROME 
N199999601 WHITE 

ffi/Gre en 



191 points 
212 points 






URBAN Pressure balance 

Valve included. 4.1 gpm @ 45 psi 




1 



URBAN High spout single control lavatory faucet. 

High spout single control lavatory faucet. Pop-up drain with 1-1/4" tail piece. 
8-3/8" spout reach. Aerator "plus". Flexible connections. 



N199999602 POLISHED CHROME 
N199999604 WHITE 

ffi/Gre en 



235 points 
257 points 



I 





URBAN Pressure balance with diverter 

Valve included. 4.0 gpm @ 45 psi. 



N168199934 POLISHED CHROME 



217 points 



N194710541 POLISHED CHROME 



279 points 
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PORCELANOSA 

BATH 

fixture collections 







HOTELS Single control lavatory faucet without drain 

4 5/16" spout reach. "Plus" aerator. Flexible connections. 
Flow rate max 1 .5 gpm. @60 psi. 



N194710564 POLISHED CHROME 
N194710567 NICKEL 



#f/Green 



175 points 
236 points 



HOTELS High spout single control lavatory faucet without drain 

6 11/16" spout reach. "Plus" aerator. Flexible connections. 
Flow rate max 1 .5 gpm. @60 psi. 



N194710563 POLISHED CHROME 
N194710568 NICKEL 



210 points 
284 points 



#f/Green 





HOTELS Widespread lavatory faucet without drain. 

4 5/8" spout reach. "Plus" aerator. Flow rate max 1 .5 gpm. @60 psi. 



N194710572 POLISHED CHROME 
N194710569 NICKEL 



CAlGxeen 



263 points 
355 points 



Single function hand shower 



N199999918 POLISHED CHROME 
N168199949 NICKEL 



41 points 
56 points 






HOTELS Pressure balance 

Valve included. 4.0 gpm. @ 45 psi. 



N194710566 POLISHED CHROME 
N194710570 NICKEL 



200 points 
270 points 



HOTELS Pressure balance with diverter 

Valve included. 4.1 gpm. @ 45 psi. 



N194710565 POLISHED CHROME 
N1 9471 0571 NICKEL 



240 points 
311 points 



133 



PORCELANOSA 

BATH 

faucets 





^"-14NPT 



HOTELS rondo 6" rain shower head 

with ball joint 



N168199930 POLISHED CHROME 
N168199951 NICKEL 



94 points 
124 points 




6T6" 




RONDO 7" shower head arm, wall connection 

N168199929 POLISHED CHROME 
N168199952 NICKEL 



42 points 
49 points 



1/2"-14NPT 





HOTELS 8" rain shower 



N192579912 POLISHED CHROME 
N168199944 NICKEL 



180 points 
243 points 



HOTELS 12" rain shower 



N168199916 POLISHED CHROME 
N168199945 NICKEL 



474 points 
621 points 



1/2-14NPT-2A 



15" Horizontal shower arm 



N140140010 POLISHED CHROME 
N168199943 NICKEL 



73 points 
99 points 



6" Vertical shower arm 



N168199917 POLISHED CHROME 
N168199948 NICKEL 



28 points 
39 points 




HOTELS fixed hand shower holder 



N299260501 POLISHED CHROME 
N199999412 NICKEL 







o 

2! , 





39 points 
54 points 



HOTELS wall hand shower holder 

with water supply elbow 



N168199935 POLISHED CHROME 
N168199946 NICKEL 



44 points 
59 points 
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PORCELANOSA 

BATH 

faucets 




1/2" wall mounted body jet Wall mounted supply elbow 

N113700007 POLISHED CHROME 123 points N168199936 POLISHED CHROME 30 points 

N168199950 NICKEL 131 points N168199953 NICKEL 48 points 




31 points 
41 points 



BELA shower pack 

N186490011 POLISHED CHROME 155 points 

N168199954 NICKEL 210 points 
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" COMP i, 



LIBERTY Single control lavatory faucet 

Without pop-up drain. 4 1/2" spout reach. Aerator "plus". Flexible connec- 
tions. Flow rate 1 .5 gpm @ 60 psi. 



N111390025 POLISHED CHROME 



(f£ ^/f/Green 



206 points 



PORCELANOSA 

BATH 

faucets 




LIBERTY High spout single control lavatory faucet. 

4 1/2" spout reach. Flexible connections. Flow rate max 1 .5 gpm. @ 60 psi. 

222 points 



N111390027 POLISHED CHROME 



#?/Green 





4"-14NPT 



LIBERTY Pressure balance with diverter 

Rough in included. With temperature and flow rate regulator. Flow rate 
(mixed water) for shower: 3.8 gpm @ 45 psi and flow rate for tub: 4.3 gpm 
@ 45psi 



N111390026 POLISHED CHROME 



265 points 




-9... -15.. 
M6 ~ 1 16 





LIBERTY Pressure balance 

Rough in included. With temperature and flow rate regulator. 4.6 gpm @ 45psi. 



N111390024 POLISHED CHROME 



205 points 
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SPRING 

Single control kitchen faucet with pull out shower. 01 " ceramic cartridge, quick 
connect hoses with 3/8" compression fitting. Flow rate max 1 .75 gpm. @ 60 psi. 



N199999474 POLISHED CHROME 

#f/Green 



532 points 





PORCELANOSA 

BATH 

Kitchen faucets 





NK 

Single lever sink mixer with 1 3/8" diameter ceramic cartridge, 3/8" connections, 13 
7/16" long hoses and "plus" aerator. Swivel spout. 1 unit N294002701 adapter flexi 
connections necessary for correct installation. Flow rate max 1 .75 gpm. @ 60 psi. 

N199999473 POLISHED CHROME 291 points 



(f| ^//Green 

c^^us ~~ 





URBAN STICK 

Single control kitchen faucet with swivel spout, 01 " ceramic cartridge, quick 
connect hoses with 3/8" compression fitting. Flow rate max 1 .75 gpm. @ 60 psi. 



N199999476 POLISHED CHROME 



280 points 



(H ^f/Green 





URBAN 

Single control kitchen faucet with Swivel spout. 

01" ceramic cartridge., Quick connect hoses with 3/8" Compression Fitting. 
Flow rate max 1 .75 gpm. @ 60 psi. 



N199999475 POLISHED CHROME 



^f/Green 



280 points 



URBAN STICK 

Single control kitchen faucet with pull out shower. 01 " ceramic cartridge, quick 
connect hoses with 3/8" compression fitting. Flow rate max 1 .75 gpm. @ 60 psi. 



N199999477 POLISHED CHROME 

^f/Green 



300 points 




-* 0116" 
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URBAN 

Single control kitchen faucet with pull out shower. 01 " ceramic cartridge, quick 
connect hoses with 3/8" compression fitting. Flow rate max 1 .75 gpm. @ 60 psi. 

300 points 



N127070904 POLISHED CHROME 

(fa ^/Green 
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single control sink faucets 



PORCELANOSA 

BATH 

faucets 





I 





LOUNGE Single control lavatory faucet 

Without pop-up drain. 6-7/8" spout reach. Aerator "Plus". 
Flexible connections. Flow rate max 1 .5 gpm. @ 60 psi. 

N199999465 POLISHED CHROME 



(§£® ^/Gre en 




648 points 







LOUNGE High spout single control lavatory faucet 

Without pop-up drain. 6-7/8" spout reach. Aerator "Plus". Flexible connections. 
Flow rate max. 1 .5 gpm. @ 60 psi. 



N199999464 POLISHED CHROME 



826 points 



#f/Green 





HOTELS Single control lavatory faucet without drain 

4 5/16" spout reach. "Plus" aerator. Flexible connections. 
Flow rate max 1 .5 gpm. @60 psi. 



N194710564 POLISHED CHROME 
N194710567 NICKEL 

^/f/Green 



175 points 
236 points 



HOTELS High spout single control lavatory faucet without drain 

6 11/16" spout reach. "Plus" aerator. Flexible connections. 
Flow rate max 1 .5 gpm. @60 psi. 



N194710563 POLISHED CHROME 
N194710568 NICKEL 



A- ^f/Green 

r^^i is ' 



210 points 
284 points 




IRTA single control lavatory faucet 

Single control lavatory faucet. Pop-up drain with 1-1/4" tail piece. 5 1/16" 
spout reach. Aerator "plus". Flexible connections. 



N161810022 POLISHED CHROME 
N161810021 STAINLESS STEEL 



486 points 
605 points 



^f/Green 





LIBRA Single control lavatory fauce 

Pop-up drain. 4-11/16" spout reach. "Plus" aerattor. Flexible connections. 
Flow rate max 1 .5 gpm. @ 60 psi 



N160701319 POLISHED CHROME 
N161810019 STAINLESS STEEL 

^/f/Green 



496 points 
619 points 





IRTA high spout single control lavatory faucet. 

High spout single control lavatory faucet. Pop-up drain with 1-1/4" tail piece. 
8-3/8" spout reach. Aerator "plus". Flexible connections. 



N161810024 POLISHED CHROME 
N161810023 STAINLES STEEL 

(§| ^/Green |S§ 



582 points 
695 points 




LIBRA High spout single control lavatory faucet 

Pop-up drain. 8-1/4" spout reach. "Plus" aerator. Flexible connections. 
Flow rate max 1 .5 gpm. @ 60 psi. 



N161810018 POLISHED CHROME 
N161810020 STAINLESS STEEL 



580 points 
748 points 
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URBAN Single control lavatory faucet 

3/8". 01" ceramic cartridge. Length of hoses 12-5/8". With pop-up drain. 4-5/8" 
spout reach. "Plus" aerator. Flow rate max (mixed water) 1 .5 gpm @ 60 psi. 

191 points 
212 points 



N199999603 POLISHED CHROME 
N199999601 WHITE 



^?/Green 





URBAN C Single lever sink faucet 

3/8". 01 ". ceramic cartridge Length of hoses 320 mm. Without pop-up waste. 
5-1/8" spout reach. Without aerator (waterfall). 
Flow rate (mixed water) 1 .1 gpm @ 60 psi. 



N199999454 POLISHED CHROME 

^ ^f/Green 



343 points 





CUBO Single control lavatory faucet 

Pop-up drain with 1-1/4" tail piece. 4-13/16" spout reach. Aerator "plus". 
Tail piece included. Flow rate 1 .5 gpm @ 60 psi. 



N199999735 POLISHED CHROME 

A- #f/Green 



404 points 



PORCELANOSA 

BATH 

faucets 




URBAN High spout single control lavatory faucet. 

High spout single control lavatory faucet. Pop-up drain with 1-1/4" tail piece. 
8-3/8" spout reach. Aerator "plus". Flexible connections. 

235 points 
257 points 



N199999602 POLISHED CHROME 
N199999604 WHITE 



^///Green 




URBAN C High spout single lever sink faucet 

3/8". 01". ceramic cartridge Length of hoses 320 mm. 6-1/2" spout reach. 
Without aerator (waterfall). Flow rate (mixed water) 1 .1 gpm @ 60 psi. 



N199999453 POLISHED CHROME 

(f£ ^Green 



395 points 




-J. 



CUBO High spout single control lavatory faucet 

With clicker drain with 1-1/4" tail piece. 6" spout reach. Aerator "plus". 
Flow rate 1 .5 gpm @ 60 psi. 



N199999736 POLISHED CHROME 



ffl/Green 



531 points 





ATLANTIC Single control lavatory faucet 

With clicker drain. 4-1/2" spout reach. Aerator "plus" and tail piece included. 
Flow rate 1 .5 gpm. @ 60 psi. 



N199999746 POLISHED CHROME 



#f/Green 



425 points 




J I. ^" UN 



ATLANTIC High spout single control lavatory faucet 

With clicker drain. 4-1/2" spout reach. Aerator "plus" and tail piece included. 
Flow rate 1 .5 gpm. @ 60 psi. 

531 points 



N199999738 POLISHED CHROME 



^f/Green 
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PORCELANOSA 

BATH 

faucets 






LIBERTY Single control lavatory faucet 

Without pop-up drain. 4 1/2" spout reach. Aerator "plus". Flexible connec- 
tions. Flow rate max 1 .5 gpm. @ 60 psi. 



N111390025 POLISHED CHROME 



206 points 



(f£ ^/Green 




a* 




NK LOGIC Single control lavatory faucet 

Pop-up drain with 1-1/4" tail piece. 4 5/8" spout reach. Aerator "clean". 
Flexible connections. Flow rate 1 .5 gpm. @ 60 psi. 

N140140076 POLISHED CHROME 



321 points 



g ffl/Green 



5f 




g UNEF 

BELA Single control lavatory faucet 

Pop-up drain with 1-1/4" tail piece. 5-5/16" spout reach. Aerator "plus". 
Flexible connections. Flow rate 1 .5 gpm. @ 60 psi. 

N168199942 POLISHED CHROME 



213 points 




BELA sink mixer with sensor control. 

With two water inlets 3/8" fl exible connections. 5 5/16" Spout reach. 
"Plus" aerator. 



N109390052 POLISHED CHROME 

^/f/Green |H3 



295 points 




•0 



LIBERTY High spout single control lavatory faucet. 

4 1/2" spout reach. Flexible connections. Flow rate max 1 .5 gpm. @ 60 psi. 

222 points 



N111390027 POLISHED CHROME 



^///Green 





NK LOGIC High spout single control lavatory faucet 

Pop-up drain. 6 15/16" spout reach. Aerator "clean". Flexible connections. 
Flow rate max 1 .5 gpm. @ 60 psi. 



N140140075 POLISHED CHROME 

^/Green 



394 points 




lj"G 



I" UNEF f¥j 



BELA High spout single control lavatory faucet 

Pop-up drain with 1-1/4" tail piece. 5-5/16" spout reach. Aerator "plus". 
Flexible connections. Flow rate 1 .5 gpm. @ 60 psi. 



N168199940 POLISHED CHROME 



269 points 



SfeJ ^/Green 





NK ONE Single control lavatory faucet 

Pop-up drain with 1-1/4" tail piece. 4 9/16" spout reach. Aerator "plus". 
Flexible connections. Flow rate 1 .13 gpm. @ 60 psi. 



N140140055 POLISHED CHROME 



200 points 



#f/Green 
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3/8" COMP 





MOOD Single lever lavatory faucet 

3/8". 01 " ceramic cartridge. Length of hoses 1 4 3/8" without pop-up waste. 
Flow rate (mixed water) max. 1 .5 gpm @60 psi. 

490 points 
550 points 



N199999470 POLISHED CHROME 
N199999471 WHITE 



(§£« ^Green 



widespread sink faucets 




HOTELS Widespread lavatory faucet without drain. 

4 5/8" spout reach. "Plus" aerator. Flow rate max 1 .5 gpm. @60 psi. 



PORCELANOSA 

BATH 

faucets 




N194710572 POLISHED CHROME 
N194710569 NICKEL 



263 points 
355 points 



ATLANTIC Widespread lavatory faucet 

Without clicker drain. 4-1/2" spout reach. Aerator "plus" and tail piece included. 
Flow rate 1 .5 gpm. @ 60 psi. 



A- OVGreen 

n^^i is " 



N199999744 POLISHED CHROME 

^f/Green 



626 points 



wall mount sink faucets 



„ 3„ , 15„ 1 „ 

1 8-1 16 " 716" 



f 




BELA Wall mounted single control faucet without drain. 

6-7/8" spout reach. "Plus" aerator. Flow rate max 1 .5 gpm. @ 60 psi. 



N168199941 POLISHED CHROME 

^/f/Green 



231 points 




78" 

r— i i— i 






-fi-[ 
















NK LOGIC Wall mounted single control faucet without drain 

6 1/2" spout reach. Flow rate max 1 .5 gpm. @ 60 psi. 



N140140074 POLISHED CHROME 

^f/Green 



370 points 






A 


Am 




1/2" NPT 


1/2" NPT 



URBAN C Wall mounted single control faucet without drain 

5-1/2" spout reach. Without aerator (cascade version). 
Flow rate max 1 .1 gpm. @ 60 psi. 



N199999460 POLISHED CHROME 

(fa OVGreen 



475 points 




3 



a 



LOUNGE Wall mounted single control lavatory faucet 

Without pop-up drain. Aerator "Plus". Flow rate max. 1 .5 gpm. @ 60 psi. 



N199999462 POLISHED CHROME 

fif/Green 



815 points 
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freestanding/ floor mount faucets 



PORCELANOSA 

BATH 

faucets 



j W j fcOMP. 




LOUNGE Floor mounted single control lavatory faucet 

10-1/8" spout reach. Aerator "Plus". Flow rate max. 1 .5 gpm. @ 60 psi. 



N199999461 POLISHED CHROME 



1700 points 




IRTA floor mounted tub shower 

Floor mounted tub shower faucet. 9-5/8" spout reach. "Plus" aerator. Flow 
rate shower: 1 ,92 gpm@45 psi - bath: 4,81 gpm@45 psi 



N161810002 POLISHED CHROME 



1721 points 





BELA Free standing tub pressure balance 

7-15/16" spout reach. "Plus" aerator. Flexi connections. Flow rate: tub spout 
4.1 gpm. @ 45 psi. and handshower 2.15 gpm. @ 45 psi. 

927 points 



N168199937 POLISHED CHROME 




MOOD Floor mounted bath shower faucet 1/2". 

Spout with PLUS aerator. Automatic diverter. Shower kit included. 



N199999423 POLISHED CHROME 
N199999422 WHITE 



2990 points 
3290 points 



LOUNGE Floor mounted tub/shower faucet 

9-13/16" spout reach. Aerator flowbraker. Flow rate 3.92 gpm. @ 45 psi. 



N199999463 POLISHED CHROME 



2248 points 




LIBRA Freestanding tub/shower faucet 

9-5/16" spout reach. "Plus" aerator. Flow rate shower: 2.2 gpm @ 45 psi - 
bath: 4.96 gpm. @ 45 psi 



N160701309 POLISHED CHROME 



496 points 





NK LOGIC Free standing tub faucet 

9-7/16" spout reach. "Plus" aerator. Flexi connections. Flow rate: tub spout 
4.15 gpm. @ 43.5 psi. and hand shower 3.04 gpm. @ 43.5 psi. 

1339 points 



N194710540 POLISHED CHROME 



146 



deck mount tub faucets 



PORCELANOSA 

BATH 

faucets 




IRTA Deckmounted tub faucet 

3/8". Consisting of: handle, tub spout with diverter and hand shower with 
flexi shower. 59-1/16". "Plus" aerator. Flow rate shower: 3,09 gpm@45 psi - 
bath: 4,27 gpm @45 psi. 



N161810025 POLISHED CHROME 



887 points 





NK ONE Pressure balance deck mounted 

With temperature and flow rate regulator. 6 7/8" spout reach. Flexi Connections. 



N194710539 POLISHED CHROME 



#f/Green 



613 points 





CUBO Single control roman tub with handshower 

6-5/1 6" spout reach. Aerator "plus". Flexible connections. Flow rate 3,4 gpm @ 45 psi. 



N199999739 POLISHED CHROME 



1045 points 



tub spouts 





CUBO Tub spout 1/2" 

7-1/16" spout reach. Flow rate 4,7 gpm @ 45 psi. 



N199999749 POLISHED CHROME 



155 points 



ATLANTIC Tub spout 1/2" 

6-3/8" spout reach. Flow rate 4.7 gpm @ 45 psi. 



N199999751 POLISHED CHROME 



202 points 





NPT |" 




NK LOGIC Tub spout 1/2" 

6-9/16" spout reach. Aerator "clean". 



N240550028 POLISHED CHROME 



168 points 



BELA Tub spout 1/2" 

7-1/16" spout reach. Aerator "plus". 



N268830042 POLISHED CHROME 



84 points 
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rain shower heads 



PORCELANOSA 

BATH 

faucets 




218" 



LOUNGE Rain+waterfall effect shower head 

With V2" connexions. Flow rate 2.84 gpm. @ 45 psi. 

N199999762 POLISHED CHROME 2269 points 




LOUNGE Rain shower 

9-1/2" x 21-11/16". wall mounted. Flow rate 2.84 gpm. @ 45 psi. 
N199999885 POLISHED CHROME 2268 points 






149 



PORCELANOSA 

BATH 

faucets 




S221000013 CHROME -WHITE LED LIGHT 



1696.49 points 



PORCELANOSA 

BATH 

faucets 




With 1/2" connectors. Flow rate max 2.5 gpm. @ 45 psi IRTA 12"x8" rain shower 

N183050314 POLISHED CHROME 509 points N113700012 POLISHED CHROME 479 points 




LIBRA 12" x 8" shower head 

N194710544 POLISHED CHROME 479 points 




shower arms 



PORCELANOSA 

BATH 

faucets 




SQUARE 17" horizontal shower arm for LIGHT shower heads 



S218100057 CHROME 

SQUARE 11" vertical shower arm for LIGHT shower heads 



175.48 
points 



S218100054 CHROME 



113.79 
points 



ROUND 17" horizontal shower arm for LIGHT shower heads 



S218100056 CHROME 

ROUND 11" vertical shower arm for LIGHT shower heads 



175.49 
points 



S218100055 CHROME 



113.79 
points 



153 



PORCELANOSA 

BATH 

faucets 



handshowers 




Single function hand shower Single function handshower 



N199999918 POLISHED CHROME 41 points N158767182 POLISHED CHROME 47 points 




Single function handshower 

N199999472 POLISHED CHROME 47 points 




handshower accessories 




is 




HOTELS fixed hand shower holder 



N199999412 NICKEL 



54 points 



Wall handshower holder 



N158470001 POLISHED CHROME 



60 points 




' NPT 



BELA wall hand shower holder 

with water supply elbow supply 



N168199935 POLISHED CHROME 
N1 681 99946 NICKEL 



cv® 



Gf 



44 points 
59 points 



LOUNGE Wall handshower holder 

with water elbow 



N186490009 POLISHED CHROME 



67 points 



154 



PORCELANOSA 

BATH 



V 




0 




LIBRA/ MOOD/ ATLANTIC/ BELA/ URBAN/ LIBERTY/ HOTELS 

Round wall mounted supply elbow 



N168199936 POLISHED CHROME 



30 points 



CUBO/ NK LOGIC/ IRTA 

Square wall mounted supply elbow 



N186490010 POLISHED CHROME 



50 points 



body sprays / water jets 




LOUNGE 1/2" concealed bodyspray 

Flow rate required: 0,9 gpm @ 45 psi 



N199999706 POLISHED CHROME 




166 points 




SOFT 1/2" concealed bodyspray 

Flow rate required: 0,9 gpm @ 45 psi 



N196599516 POLISHED CHROME 




166 points 




M 1 1 ft 





ESSENCE C 1/2" concealed bodyspray 

Flow rate required: 0,9 gpm @ 45 psi 



N183050313 POLISHED CHROME 




166 points 




2* 


NPT 

r 









CUBO/ NK LOGIC/ IRTA Square wall mounted bodyspray 1/2" 

Flow rate required: 2,5 gpm @ 45 psi 



POLISHED CHROME 



117 points 



LIBRA/ MOOD/ ATLANTIC/ URBAN/ LIBERTY/ HOTELS Round 

wall mounted bodyspray 1/2" Flow rate required: 2,5 gpm @ 45 psi 



N113700007 POLISHED CHROME 




HOTELS 1/2" wall mounted body jet. 

Flow rate required: 1 ,06 gpm 



N168199950 NICKEL 



123 points 




131 points 



PORCELANOSA 

BATH 

shower fixtures 



pressure balances 




LOUNGE Pressure balance 

Valve included. 4.1 gpm. @ 45 psi.. 



N199999478 POLISHED CHROME 385 points 




HOTELS Pressure balance 

Valve included. 4.1 gpm. @ 45 psi. 



N194710570 NICKEL 270 points 

N194710566 POLISHED CHROME 200 points 




URBAN Pressure balance 

Valve included. 4.1 gpm @ 45 psi 

N168199934 POLISHED CHROME 217 points 





LOUNGE Pressure balance with diverter 

Valve included. 4.0 gpm. @ 45 psi. 



N199999479 POLISHED CHROME 470 points 




HOTELS Pressure balance with diverter 

Valve included. 4.0 gpm. @ 45 psi. 

N194710571 NICKEL 311 points 

N194710565 POLISHED CHROME 240 points 




URBAN Pressure balance with diverter 

Valve included. 4.0 gpm @ 45 psi. 

N194710541 POLISHED CHROME 279 points 





MOOD Pressure balance 

Valve included. 4.1 gpm. @ 45 psi. 

N199999480 POLISHED CHROME 335 points 





MOOD Pressure balance with diverter. 

Valve included. 4.0 gpm. @ 45 psi. 

N199999429 POLISHED CHROME 433 points 
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PORCELANOSA 

BATH 

shower fixtures 



Min. 1 2" 
Max. 1 2" 



1 




JPT 



Max. 2 4" 



CUBO Pressure Balance trim 



N199999742 POLISHED CHROME 



224 points 



Pressure Balance rough in valve 

@ 80 psi. 2,5 gpm. 



N1 99999758 



195 points 



2" NPT 




CUBO Pressure Balance with diverter trim 

N199999755 POLISHED CHROME 265 points 




ATLANTIC Pressure Balance trim 

N199999743 POLISHED CHROME 325 points 




Pressure Balance with diverter rough in valve 

Shower outlet 2.5 gpm @ 80 psi. Tub outlet 5 gpm. Flow rate shower: 18,5 
gpm. @ 43,5 psi and Flow rate bath: 4,9 gpm. @ 43,5 psi. 

N1 99999759 211 points 

<§ 

c^^us 




Pressure Balance rough in valve 

@ 80 psi. 2,5 gpm. 

N199999758 195 points 

@- 

c^^us 
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PORCELANOSA 

BATH 

shower fixtures 





TTs'g 




BELA Pressure balance. 

Valve included. 4. 1 gpm (15,38 l/min. ) @ 45 psi. 



N168199907 POLISHED CHROME 



CV( 



244 points 





BELA Pressure balance with diverter 

Valve included. 4. 0 gpm (15,12 l/min. ) @ 45 psi. 



N168199909 POLISHED CHROME 



CVl 



317 points 




LIBERTY Pressure balance 

Rough in included 




N111390024 POLISHED CHROME 



-9... -.15.. 
M6 M6 




205 points 





LIBERTY Pressure balance with diverter 

Rough in included 



N111390026 POLISHED CHROME 



265 points 



i 



I 




NK LOGIC Pressure balance 

Rough in included. Flow rate 3.25 gpm. @ 45 psi. 



N140140012 POLISHED CHROME 



331 points 



NK LOGIC Pressure balance with diverter. 

Rough in included. Flow rate 3.53 gpm. @ 45 psi. 



N140140011 POLISHED CHROME 



429 points 



r 



CUBO 3 way diverter trim 



N199999754 POLISHED CHROME 
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shower diverter 




309 points 




3 way diverter 1/2" rough in valve 

Flow rate 7,1 gpm @ 45 psi. 









Min. 8" 


p 




Max. 1 8" 



N1 99999757 



179 points 



shower thermostatics 



PORCELANOSA 

BATH 

shower fixtures 



07 T§" 




Max. 2 il" 



Thermostatic trim 

N199999740 POLISHED CHROME 261 points 




Thermostatic trim 

N211000015 POLISHED CHROME 146 points 




3 way diverter 1/2" rough in valve 

Flow rate 7,1 gpm @ 45 psi. 

N199999757 179 points 

<§• 

c^^us 



32" 




Thermostatic valve without volume control 

Flow rate 15,7 gpm @ 45 psi. 

N21 100001 6 370 points 






valves 



PORCELANOSA 

BATH 

shower fixtures 




24" 





Volume control trim 



N196599521 POLISHED CHROME 



O 



131 points 



Volume control. Rough-in valve 

Flow rate 19,3 gpm @ 45 psi 



N240550026 



174 points 




Volume control trim 



N240550027 POLISHED CHROME 





89 points 



Volume control. Rough-in valve 

Flow rate 19,3 gpm @ 45 psi 



N240550026 




174 points 




Volume control trim 



N211000012 POLISHED CHROME 



58 points 



Volume control. Rough-in valve 

Flow rate 1 9,3 gpm @ 45 psi 



N240550026 



cv® 



174 points 




Volume control trim 








1" NPT 




Min. 1 4" 




Max. 3 1" 





N199999748 POLISHED CHROME 



4" NPT 



244 points 




Volume control. Rough-in valve 

Flow rate 19,3 gpm @ 45 psi 



N240550026 



174 points 



160 



required plumbing 



5 16 



© 


E 


© 


[ 


© 


E 




Trim kit for the thermostatic valve 3 ways 



N111390023 POLISHED CHROME 



339 points 



Q16 









E 








E 








E 



Trim kit for the thermostatic valve 3 ways 



N111390022 POLISHED CHROME 




Trim kit for the thermostatic valve 2 ways. 



N140140032 POLISHED CHROME 





Trim kit for the thermostatic valve 2 ways 



N140140034 POLISHED CHROME 



299 points 




218 points 



144 points 



PORCELANOSA 

BATH 

shower fixtures 





Thermostatic valve 3 ways 

Thermostatic valve 3 ways. Flow rate (mixed water) 6.87 gpm @ 45 psi for 
way 1 , 4.23 gpm @ 45 psi for way 2 and 1 0.65 gpm @ 45 psi for way 3. 

608 points 



N1 11 390021 





Thermostatic valve 3 ways 

Thermostatic valve 3 ways. Flow rate (mixed water) 6.87 gpm @ 45 psi for 
way 1 , 4.23 gpm @ 45 psi for way 2 and 1 0.65 gpm @ 45 psi for way 3. 

608 points 



N1 11 390021 






Thermostatic valve 2 ways 

Flow rate shower: 4,2 gpm. @ 43,5 psi and Flow rate bath: 6,7 gpm. @ 43,5 psi. 

494 points 



N1 401 40033 






Thermostatic valve 2 ways 

Flow rate shower: 4,2 gpm. @ 43,5 psi and Flow rate bath: 6,7 gpm. @ 
43,5 psi. 



494 points 



161 



PORCELANOSA 

BATH 

faucets 



5^" 




Thermostatic trim 1 way 

N240550023 POLISHED CHROME 218 points 




Thermostatic trim 1 way 

N211000011 POLISHED CHROME 144 points 




Thermostatic valve 1 way 

Flow rate 12,24 gpm @ 45 psi. 



N240550022 404 points 




Thermostatic valve 1 way 

Flow rate 12,24 gpm @ 45 psi. 

N240550022 404 points 




hoses 





59-1/16" flexi shower hose 



59-1/16" flexi shower hose PVC coated 



N299999115 POLISHED CHROME 
N299999112 NICKEL 

68-7/8" flexi shower hose 



31 points 
41 points 



N299999116 POLISHED CHROME 
N299999111 NICKEL 

78-3/4" flexi shower hose 



33 points 
45 points 



N299999118 BLACK 
N299999114 WHITE 
N299999119 SILVER 

68-7/8" flexi shower hose PVC coated 



22 points 
22 points 
27 points 



N299999113 SILVER 



29 points 



N299999117 POLISHED CHROME 
N299999110 NICKEL 



37 points 
51 points 
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PORCELANOSA 

BATH 

faucets 



(inches) 32 9/16" 32 9/16" 34 1/8" 35 5/8" 37 3/16" 
t t t t t 



A 




82 3/4" 


82 3/4" 


86 5/8" 


90 9/16" 


94 1/2" 


B 


m 


51 3/16" 


55 1/8" 


59 " 


63 " 


68 7/8" 


C 




45 1/4" 


47 1/4" 


49 3/16" 


51 3/16" 


53 1/8" 


D 


m 


37 3/8" 


41 5/16" 


45 1/4" 


49 3/16" 


53 1/8" 


E 


® 


23 5/8" 


27 9/16" 


31 1/2" 


35 7/16" 


37 3/8" 



Shower heads Bodysprays Thermostatic 




technical 



3 WAYS THERMOSTATIC 




2 WAYS THERMOSTATIC 



1 WAY THERMOSTATIC 






164 



PORCELANOSA 

BATH 

shower fixtures 

3 VOLUME CONTROL & THERMOSTATIC CONTROL 2 VOLUME CONTROL & THERMOSTATIC CONTROL 




PRESSURE BALANCE WITH DIVERTER PRESSURE BALANCE 




165 



PORCELANOSA 

BATH 

plumbing accessories 



V 



Un-slotted clicker basin waste and ceramic plug 



N299999581 WHITE 



ft 



Freeflow basin waste 



N299606001 POLISHED CHROME 



86 points 




31 points 



wastes / overflows 



02"U 




Slotted clicker basin waste (for overflow basins) and ceramic 

Plug 

86 points 



N299999584 WHITE 




- 



Click clack pop up waste with overflow H.75 mm. 
G61 9000008 



96 points 




Hi 





Automatic waste with overflow H.75 mm. 



G61 9000010 



21 points 



20mm Spacer 



G61 009900 



37 points 




30mm Spacer 



G61 0099004 




37 points 




Permanent overflow with cover. 



G61 9999024 



68 points 




Slotted clicker sink waste 
For overflow sinks 



N299999199 POLISHED CHROME 
N1 9999941 3 NICKEL 



cv® 

166 













— 


1 





62 points 
72 points 



I 



Slotted clicker sink waste 
For overflow sinks 



N299999583 WHITE 




77 points 



PORCELANOSA 

BATH 

plumbing accessories 




Un-slotted clicker sink waste Un-slotted clicker sink waste 

N299999198 POLISHED CHROME 48 points N299999582 WHITE 77 points 

N1 9999941 4 NICKEL 55 points 




Metal spacer 1 3/16" Metal spacer 13/16" 



N899393101 POLISHED CHROME 57 points N899393001 POLISHED CHROME 57 points 



traps / drains 




HOTELS 1 1/4" bottle trap 

N1 9471 0542 POLISHED CHROME 83 points 

N194710573 NICKEL 113 points 



i I BATH 

shower columns 



PORCELANOSA 

BATH 

shower columns 




ALTIR STEEL MIX 



General Features 

- Wall mounted shower column made of stainless steel 

- Adjustable round shower-head 

- 6 body jets 

- Hand shower chromed finish 

- Thermostatic tap with 3-way diverter 

- Chromed controls 

- Tub Filler 

U.S.A. Adapted/Standards 

cUPC Listed 
IGC 154 
U.S.A. Certified 



Available Finishes (Front Panel) 




29-1/2" 



Altir Steel Mix 

S214400007 CHROME 1195.23 points 
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PORCELANOSA 

BATH 

shower columns 



ALTIR STEEL 



General Features 

- Wall mounted shower column made of stainless steel 

- Adjustable round shower-head 

- 6 body jets 

- Hand shower chromed finish 

- Thermostatic tap with 3-way diverter 

- Chromed controls 

U.S.A. Adapted/Standards 

cUPC Listed 
IGC 154 
U.S.A. Certified 



Available Finishes (Front Panel) 




29-1/2" 



Altir 



S21 4400006 INOX 



880.10 points 



APOL 



General Features 

- Wall mounted shower column made of stainless-steel 

- Adjustable shower-head made of chromed brass 

- 2 body jets integrated in the main body 

- Rectangular hand-shower fully polished 

- Thermostatic taps with several outlets 

- One control for each outlet 

- Chromed tap controls 

U.S.A. Adapted/Standards 

cUPC Listed 
IGC 154 
U.S.A. Certified 

Available Finishes (Front Panel) 




SHINE INOX 




Apol 



S21 8000006 INOX 
S218000005 SHINE 



1260.08 points 
1299.05 points 



PORCELANOSA 

BATH 

shower columns 



ARK COLORS 



General Features 

- Wall mounted shower column made of stainless-steel 
and safety glass for the front panel 

- Adjustable shower-head made of chromed brass 

- 2 body jets 

- Rectangular hand-shower chrome finished 

- Thermostatic taps with a 3 way diverter 

- Chromed tap controls 

U.S.A. Adapted/Standards 

cUPC Listed 
IGC 154 
U.S.A. Certified 

Available Finishes (Front Panel) 




BLACK WHITE 




Ark Colors 



S21 8500009 NEGRO 
S21 8500008 WHITE 



1207.14 points 
1237.95 points 



ARK STEEL 



PORCELANOSA 

BATH 

shower columns 




General Features 

- Wall mounted shower column made of stainless-steel 

- Adjustable round shower-head 

- 4 body jets 

- Round hand-shower chrome finished 

- Thermostatic taps with several outlets 

- One control for each outlet 

- Chromed controls at one side 

U.S.A. Adapted/Standards 

cUPC Listed 
IGC 154 
U.S.A. Certified 

Available Finishes (Front Panel) 



STAINLESS 
STEEL 



8-11/16" 



49-7/16' 
55-5/16" 



29-1/2" 



-| 19-7/8"- 

— I— 15-3/4" 



78-3/4" 



-+f. 

3-3/8" 



Ark Steel 



S21 8500006 STEEL 



988.45 points 
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PORCELANOSA 

BATH 

shower columns 



ARK STEEL SEAT 



General Features 

- Wall mounted shower column made of stainless-steel 

- Adjustable round shower-head 

- 4 body jets 

- Round hand-shower chrome finished 

- Thermostatic taps with several outlets 

- One control for each outlet 

- Chromed controls at one side 

- Folding seat 

U.S.A. Adapted/Standards 

cUPC Listed 
IGC 154 
U.S.A. Certified 

Available Finishes 




INOX 



-11/16" 



69-7/8" 



63-9/16" 



'T 

15-3/4" 



- 19-7/8" — 
-15-3/4"- 



79-5/16" 



3-3/8" 



Ark Steel 



S21 8500010 INOX 



1355.78 points 



PORCELANOSA 

BATH 

shower columns 





General Features 

- Rectangular cross section pipe shower column 

- It is made of chromed brass 

- Adjustable shower-head made of chromed brass 

- Rectangular hand-shower fully polished 

- Height adjustable hand-shower bracket 

- Thermostatic tap with flow rate control and a diverter to activate the hand-shower 

U.S.A. Adapted/Standards 

cUPC Listed 
IGC 154 
U.S.A. Certified 

Available Finishes 



CHROME 



- 10-3/8" 



- 20-11/16" 




82-9/16" 



44-1/16" 



□ 



68-7/8" 



^ 



43-5/16"3-l/4" 



Bend 



S231 600001 CHROME 



1080.39 points 



176 



PORCELANOSA 

BATH 

shower columns 



BEND MIX 



General Features 

- Rectangular cross section pipe shower column 

- It is made of chromed brass 

- Adjustable shower-head made of chromed brass 

- Rectangular hand-shower fully polished 

- Height adjustable hand-shower bracket 

- Thermostatic tap with flow rate control and a diverter to activate the hand- 
shower 

- Tub filler included 

U.S.A. Adapted/Standards 

cUPC Listed 
IGC 154 
U.S.A. Certified 

Available Finishes 




CHROME 



20-1/16" h 




61-1/16' 



Bend Mix 



S231 600002 CHROME 



1267.62 points 



PORCELANOSA 

BATH 

shower columns 




PORCELANOSA 

BATH 

shower columns 





General Features 

- Made of gloss polished stainless steel and matte lacquered 

- Adjustable rain shower and body jets 

- Thermostatic mixer and diverter 

- Standard 5.85" distance in water connections 

- Built-in rain shower 

- Rectangular hand shower 

U.S.A. Adapted/Standards 
U.S.A Adapted 

Available Finishes 



o 

WHITE/ 
CHROME 



BLACK/ 
CHROME 




Due 



5231500001 DUE WHITE/CHROME 

5231 500002 DUE BLACK/CHROME 

S90461 3741 MALE ADAPTER .5 GAS INT.A 3/4 NPT EXT (2 ADAP- 
TERS NEEDED) 



1417.83 points 
1417.83 points 

18 points 
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IMAG 



PORCELANOSA 

BATH 

shower columns 




Imag 



Code 



IMAG COLUMN CHROME 



S21 8700001 



IMAG SQUARE MONSOON INOX (EXTRA SLIM) S218100014 



MALE ADAPTER .5 GAS INTA 3/4 NPT EXT (2 
ADAPTERS NEEDED) 



General Features 

- Main body and shower head are 2 separate bodies 

- Chrome finished hand-held shower 

- Thermostatic taps with 3 ways diverter 

- Removable shower head bracket 

- Shower heads and main body made of stainless steel 

- Chromed tap controls 

U.S.A. Adapted/Standards 
U.S.A. Adapted 

Shower Heads Options 

20" Round Monsoon 

20" Round Monsoon Extra Slim 

20" Square Monsoon 

20" Square Monsoon Extra Slim 

13 3/ 4 » x 13 3/ 4 » square Monsoon 

13 3/ 4 » x 13 3/ 4 » square Monsoon Extra Slim 

Available Finishes (For Shower Heads Too) 



o o 



MATTE SILVER GLOSS INOX 



— \ 9-13/16" -|— 



19-11/16 



1-9/16" X 



Points 



1357.32 points 



IMAGE COLUMN GLOSS 


S21 8700003 


1499.20 points 


IMAG SQUARE MONSOON GLOSS INOX 


S218100012 


1506.50 points 


IMAG SQUARE MONSOON GLOSS(EXTRA 
SLIM) 


S218100013 


1559.52 points 



39-3/8" 



82-11/16" 



55-1/8" 



43-5/16" 



Q 
0 

4-5/16" 



1499.52 points 



S9Q4613741 



17.98 points 
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BATH 
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GALLERY 



^^r^wiifiiftt- 






General Features 

- Wall mounted shower with KRION® body 

- Adjustable shower head 

- 3 body jets integrated in the body 

- Rounded, polished hand shower 

- Shelving storage 

U.S.A. Adapted/Standards 

cUPC Listed 

Available Finishes 



BLACK 



TORTOLA 



^4 



-20-1/2" 



82-1/2" 



36-1/2" 



49-1/2" 



Gallery 



5232300005 WHITE 

5232300006 BLACK 
S232300004 TORTOLA 



1294.12 points 
1294.12 points 
1294.12 points 
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LAN 



General Features 

- Wall mounted shower column made of stainless steel 

- Shower-head made of stainless steel 

- 2 body jets integrated in the main body 

- Rectangular hand-shower fully polished 

- Thermostatic taps with several outlets 

- One control for each outlet 

- Chromed tap controls 

U.S.A. Adapted/Standards 

cUPC Listed 
IGC 154 
U.S.A. Certified 



Available Finishes 




CHROME GLOSS INOX 



5-1/8" 

| | -|— 17-11/16"- 




Lan 



S21 8600004 CHROME 
S21 8600003 GLOSS INOX 



1352.15 points 
1393.95 points 
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LAUS / LAUS MIX 



General Features 

- Wall mounted shower column made in inox 

- One Piece ergonomic colum 

- 2 body jets integrated in the main body 

- Rectangular hand-shower 



U.S.A. Adapted/Standards 

cUPC Listed 





Laus 



S232200013 LAUS INOX 
S232200023 LAUS MIX INOX 



924.66 points 
1030.28 points 



MARINE 



General Features 

- Circular cross section pipe shower column 

- It is made of chromed brass 

- Adjustable classic style shower-head made of chromed brass 

- Classic style hand-shower 

- Thermostatic taps with 2 ways diverter 

- Classic Style shower column 

U.S.A. Adapted/Standards 
U.S.A. Adapted 



Available Finishes 




42-1/2" 



Marine 



S230300001 CHROME 



1765.65 points 
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PIOCCIA 



General Features 

- Rectangular cross section pipe shower column 

- It is made of chromed brass 

- Adjustable shower-head 

- Chrome finished hand-shower 

- Concentric thermostatic taps with diverter 

U.S.A. Adapted/Standards 

cUPC Listed 
IGC 154 
U.S.A. Certified 

Available Finishes 




CHROME 




Pioggia 



S230900002 COLUMN CHROME 
S230900001 HEAD CHROME 



1220.11 points 
185.73 points 
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SLIM 




126 (4" 15/16) 



Si 



I 



Slim 

S231300001 CHROME 1449.34 points 
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General Features 

- Rectangular cross section pipe shower column 

- It is made of chromed brass 

- Adjustable shower-head made of chromed brass 

- Rectangular hand-shower fully polished 

- Height adjustable hand-shower bracket 

- Thermostatic tap with flow rate control and a diverter 
to activate the hand-shower 

U.S.A. Adapted/Standards 

cUPC Listed 
IGC 154 
U.S.A. Certified 

Available Finishes 



CHROME 



43-5/16" 



01-3/16" 



EE 



45-1/4" 



10-7/16" 



H 19-11/16" 




Tina 



S218400003 CHROME 



956.49 points 
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ATTICA 



Available Glass Finishes 

General Features 

- SystemGlass 

Black ^ - 1/3" tempered glass 

OYSTGIT^^^^ _ Many combinations possible 

- Height 79" 







Enclosure 


Dimensions Compensations 


Version 


Code 


Points 






ATTICA 1 


27 V 2 " 27 " - 27 % " 


RIGHT 


S315900010 


819.38 






LEFT 


S315900024 


819.38 






ATTICA 1 


31 V 2 " 30 % " " 31 5 / 7 " 


RIGHT 


S315900022 


838.76 






LEFT 


JJIJjUUUjM- 


838.76 






ATTICA 1 


35 V 7 " 34 V 6 " " 39 V 7 " 


RIGHT 




RRfi LL 






LEFT 


jj ijyuui/jo 


RRfi LL 

OOD.'f'f 






ATTICA 1 


39 y 8 " 38 y g " - 39 y 7 " 


RIGHT 


JJ lJ3UUUtU 


966.57 








LEFT 


JJ1J3UUUJ3 


966.57 










ATTICA 1 


43 y 7 " 42 y 7 " - 43 y 2 " 


RIGHT 


jj ijyuuuj i 


985 94 










LEFT 


jj ijyuuujj 


985 94 












ATTICA 1 


47 y 4 " 46 y 3 " - 47 y g - 


RIGHT 


cqi c;qnnnfi7 

jjijyuuuu/ 


1024.59 












LEFT 




1024.59 






ATTICA 1 


5i y 8 " 50 y 5 - - 51 y 8 " 


RIGHT 


S315900081 


1182.94 






LEFT 


S315900076 


1182.94 






ATTICA 1 


55 y 8 " 54 y 2 " - 55 y 3 " 


RIGHT 


S315900092 


1205.28 






LEFT 


S315900098 


1205.28 






ATTICA 1 


59 " 58 y 9 " - 59 y 4 " 


RIGHT 


S315900107 


1242.56 






LEFT 


S315900108 


1242.56 








3iy; 30%"- 31 V 


RIGHT 


S315900018 


925.03 












ATTICA 2 


LEFT 


S315900011 


925.03 
















RIGHT 


S315900028 


982.28 












ATTICA 2 


35 3 /; 34V 6 "- 35 3/ 7 " 


LEFT 


S315900023 


982.28 






ATTICA 2C 


27 y 2 " 


RIGHT 


S315900003 


929.67 






LEFT 


S315900030 


929.67 










ATTICA 2C 


29 y 2 " 


RIGHT 


S315900086 


943.98 












LEFT 


S315900083 


943.98 












ATTICA 2C 


3i y 2 " 


RIGHT 


S315900025 


960.80 










LEFT 


S315900016 


960.80 






ATTICA 2C 


35 y 7 " 


RIGHT 


S315900037 


1009.66 






LEFT 


S315900016 


1009.66 



*ATTCA 2C MUST INCLUDEATTICA 5 (FKffi PANEL) 



Tensors 



Fittings 






HANDLE 




GLASS-WALL 
HINGE 
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ATTICA 



Available Glass 
Finishes 



BLACK 



S^stenr^ 




Mix 



ATTICA 10 



ATTICA P 



ATTICA P 



ATTICA P10 



ATTICA P10 



General Features 

- SystemGlass 

- 1/3" tempered glass 

- Many combinations possible 

- Height 79" 



Enclosure 


Dimensions 


Compendations 


Version 


Code 


Points 


ATTICA 5 


27 y 2 " 


27 " - 


27 y 4 " 


RIGHT 


S315900017 


760.81 


LEFT 


S315900020 


760.81 


ATTICA 5 


29 y 2 " 


28 % " 


- 29 y 2 - 


RIGHT 


S315900084 


779.52 


LEFT 


S315900087 


779.52 


ATTICA 5 


si y 2 " 


30 % " 


- 31 y 7 - 


RIGHT 


S315900009 


802.67 


LEFT 


S315900036 


802.67 


ATTICA 5 


35 y 7 - 


34 y 6 " 


- 35 y 8 " 


RIGHT 


S315900209 


845.68 


LEFT 


S315900210 


845.68 


ATTICA 5 


39 3 / 8 " 


38 y 9 " 


- 39 V 7 " 


RIGHT 


S315900047 


907.65 


LEFT 


S315900048 


907.65 


ATTICA 5 


43 y 7 " 


42 y 7 " 


- 43 y 2 - 


RIGHT 


S315900057 


944.84 


LEFT 


S315900053 


944.84 


ATTICA 5 


47 y 4 " 


46 y 3 " 


- 47 y 9 " 


RIGHT 


S315900068 


983.49 


LEFT 


S315900071 


983.49 


ATTICA 5 


51 y 8 " 


50 y 5 " 


- 51 y 8 " 


RIGHT 


S315900082 


1123.35 


LEFT 


S315900075 


1123.35 


ATTICA 5 


55 y 8 " 


54 y 2 " 


- 55 y 3 " 


RIGHT 


S315900094 


1163.86 


LEFT 


S315900095 


1163.86 


ATTICA 5 


59 " 


58%" 


- 59 y/ 


RIGHT 


S315900090 


1200.78 


LEFT 


S315900103 


1200.78 


ATTICA 10 


55 y 8 " 


30 % " 


- 31V/ 


RIGHT 


S315900093 


1466.99 


LEFT 


S315900100 


1466.99 


ATTICA 10 


59 " 


34 5 / 6 " 


- 35 y 7 - 


RIGHT 


S315900101 


1508.17 


LEFT 


S315900104 


1508.17 


ATTICA 10 


63" 


38 y 9 " 


- 39 y 8 " 


RIGHT 


S315900119 


1548.66 


LEFT 


S315900112 


1548.66 


ATTICA 10 


66 y 9 " 


42 y 7 " 


- 43 y 7 " 


RIGHT 


S315900136 


1568.03 


LEFT 


S315900139 


1568.03 



70 y 8 " 
47 y 4 " 



46 y 3 " - 47 y 4 ' 



RIGHT 



S315900138 



LEFT 



S315900137 
S315900141 



55 y 8 " 



S315900135 



47 y," 



S315900142 



55 y; 



S315900140 



1607.01 



1607.01 
1363.9 



1564.37 



2066.52 



2234.43 
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Available Glass System General Features 

Finishes ^^^^^^^^H - SystemGlass 

- 1/3" tempered glass 

- Many combinations possible 
BLACK - Height 79" 



Enclosure 


Dimensions 


Compensations 


Version 


Code 


Points 


ATTICA 9 


31 %" 


30 % " 


- 3i y 7 " 


RIGHT 


S315900013 


1342.28 


LEFT 


S315900019 


1342.28 


ATTICA 9 


35 %" 


34%" 


" 35%" 


RIGHT 


S315900008 


1378.91 


LEFT 


S315900032 


1378.91 


ATTICA 9 


39 y 8 - 


38 %" 


- 39%" 


RIGHT 


S315900043 


1505.45 


LEFT 


S315900044 


1505.45 


ATTICA 9 


43 %" 


42 %" 


- 43%" 


RIGHT 


S315900050 


1524.1 


LEFT 


S315900058 


1524.1 


ATTICA 9 


47 %" 


46 y 4 " 


- 47%" 


RIGHT 


S315900069 


1600.59 


LEFT 


S315900072 


1600.59 


ATTICA 9 


51 %" 


50 y 5 " 


" 51%" 


RIGHT 


S315900079 


1638.84 


LEFT 


S315900078 


1638.84 


ATTICA 9 


55 %" 


54 y 8 " 


- 55 % " 


RIGHT 


S315900096 


1666.65 


LEFT 


S315900099 


1666.65 


ATTICA 9 


59 " 


58%" 


" 59%" 


RIGHT 


S315900105 


1705.76 


LEFT 


S315900106 


1705.76 


ATTICA 9C 


31 %" 


30 % " 


- 31 % " 


RIGHT 


S315900015 


1340.85 


LEFT 


S315900035 


1340.85 


ATTICA 9C 


35 %" 


34 y 6 " 


- 35%" 


RIGHT 


S315900005 


1423.65 


LEFT 


S315900006 


1423.65 


ATTICA 9C 


39 %" 


38 y 9 " 


- 39 y 8 " 


RIGHT 


S315900046 


1501.41 


LEFT 


S315900045 


1501.41 


ATTICA 9C 


43 %" 


42 % " 


- 43 % " 


RIGHT 


S315900054 


1519.71 


LEFT 


S315900056 


1519.71 


ATTICA 9C 


47 y; 


46 y 3 " 


- 47 y 4 " 


RIGHT 


S315900070 


1596.2 


LEFT 


S315900066 


1596.2 


ATTICA 9C 


51 %" 


50 y 5 " 


- 51%" 


RIGHT 


S315900077 


1634.47 


LEFT 


S315900080 


1634.47 


ATTICA 9C 


55 y 8 " 


54 y 2 " 


- 55 y 8 " 


RIGHT 


S315900091 


1662.26 


LEFT 


S315900097 


1662.26 


ATTICA 9C 


59 " 


58% 


" - 59 " 


RIGHT 


S315900102 


1701.39 


LEFT 


S315900089 


1701.39 


ATTICA 9/9 


59 " 


58 %" 


- 59 y 4 " 




S315900120 


2564.49 


ATTICA 9/9 


63 " 


62 " - 


63 %" 




S315900117 


2601.2 


ATTICA 9/9 


66 %" 


66 " - 


67 %" 




S315900130 


2814.1 


ATTICA 9/9 


70 y 8 " 


69 y 8 - 


- 71 %" 




S315900134 


2853.58 



ATTICA 9/9 



74%" 



73 % 



75 " 



S315900129 



2890.18 



*ATTCA 9C MUST INCLUDEATTICA 5 (FIXED PANEL) 
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Available Glass Finishes 



FILO OPAL 



General Features 

- Column with shelf completely made of KRION® 

- Cylindrical shower-head chrome finished 

- Thermostatic taps with diverter 

- Hand-shower chrome finished 

- Tap controls chrome finished 



U.S.A. Adapted/Standards 
U.S.A. Adapted 

Available Shower-Head Dimensions 

47 i/4» x 31 1/2» (-i 200 x 800 mm) 
48 i/4» x 351/2- ( 12 oo x 900 mm) 



O 



47-1/4" 




Available Finishes 



CHROME 



KRION® 



Shower Set 



Dimensions 



Code 



Points 



ESSENCE SHOWER 
ESSENCE SHOWER 
ESSENCE SHOWER 



47 1/4" x 31 1/2" S217300003 4719.04 
481/4" x 35 1/2" S217300004 4719.04 
481/4" x 35 1/2" S217300012 5053.99 



ESSENCE SHOWER DOOR OPAL 3 1 1/2" S802205009 1048.10 

ESSENCE SHOWER DOOR FILO 35 3/7" S802205011 1078.36 

ESSENCE SHOWER DOOR OPAL 35 3/7" S802205012 1078.36 



MALE ADAPTER .5 GAS I NT. A 3/4 NPT EXT 



S904613741 



17.98 



*2 adapters needed 
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INTER 



Available Glass Finishes 



BLACK 



General Features 

- Stainless steel framed shower door 

- 1/4" thick tempered glass 

- This series includes formats with sliding doors and others with pivot doors 

- Easy installation 

- Height 77" 



Enclosure 



Dimensions 



Compensations 



Version 



Code 



Points 




INTER 2+ 
INTER 2+ 



INTER 2+ 
INTER 5 



INTER 5 



INTER 5 
INTER 5 



INTER 5 



39 3 / 8 " 

43 y 7 " 



38 % 

42 y 8 



39 y 4 ' 
43 y 7 ' 



47 y 4 " 
27 %" 



46 y 9 " 

26 " - 



- 47 y 8 

27 V/ 



29 y; 



28 y 3 " - 29 y 8 



3i %* 
33 y; 



3Q y 3 ; 
32 y 7 ^ 



31% 

33 V, 



35 vr 



34 y 4 "- 35" 



S311200023 
S311200025 



S311200024 
S311200003 



S311200007 



S311200008 
S311200011 



S311200010 



639.71 
658.69 



677.91 
343.99 



349.71 



355.29 
372.19 



378.06 




INTER 4 



INTER 4 



INTER 4 
INTER 4 



INTER 4 



INTER 4 
INTER 4 



INTER 4 



INTER 4 



27 y; 



26 y 8 " - 27 y 6 



29 y; 



28 y 3 " - 29 y 8 



3i %" 

35 vr 



30 y 3 " - 

34 V 



31% 
- 35" 



39 y 8 " 



38 % 



39 " 



43 y 7 " 
47 y 4 - 



42 % " - 
46 % " - 



42 7/ 

46 y 7 - 



51 %" 



50"- 50 y 9 " 



55 %" 



53 y 9 - - 54 y 7 ; 



S311200032 



S311200026 



S311200029 
S311200028 



S311200031 



S311200027 
S311200030 



S311200039 



S311200040 



408.17 



411.51 



414.77 
421.35 



427.92 



437.81 
444.36 



468.51 



483.36 




INTER 9 



INTER 9 
INTER 9 



INTER 9 



INTER 9 



INTER 9 



INTER 9 



INTER 9 



39 y 8 " 



38 y 5 "- 39 y/ 



43 y 7 " 
47 y 4 " 



42 % 
46 % 



43 y 7 ' 

47 % ' 



51 %" 



50"- 51 V" 



55 V 8 " 



53 y 9 - - 55 y 2 



59 " 



57 % " - 59 % 



63 " 



6i y 5 "- 63 y 8 



66 y; 



es y 4 " - 67 y 3 



S311200015 



S311200013 
S311200016 



S311200043 



S311200014 



S311200020 



S311200041 



S311200042 



621.01 



637.85 
655.48 



667.66 



674.48 



688.36 



725.26 



751.05 



J 



INTER 2B 



INTER 2B 



31 %" 



33 y; 



S311100001 



S311100002 



316.93 



331.49 



* INTER 2C MUST INCLUDE INTER 5 (FIXED PANEL) 



Fittings Tensors Profiles 
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MODUL (SHOWER SET) 



Available Finishes 




BLACK CHROME 



General Features 

- 1/3" tempered glass 

- Height 78" 



Enclosure 



Dimensions 



Color 



Version 



Code 



Points 



INTER 5 



INTER 5 



INTER 5 
INTER 5 



INTER 5 



INTER 5 
INTER 4 



INTER 4 



INTER 4 



INTER 4 



INTER 4 
INTER 4 



27 5/ - 



CHROME 



RIGHT CORNER 



S221300021 



29 y 2 " 



BLACK 



RIGHT CORNER 



3i v 2 " 
33 y 9 " 



CHROME 
BLACK 



RIGHT CORNER 
RIGHT CORNER 



33 y; 



CHROME 



RIGHT CORNER 



35 y; 
27 y; 



BLACK 
CHROME 



RIGHT CORNER 
LEFT CORNER 



29 y; 



BLACK 



LEFT CORNER 



3i vr 



CHROME 



LEFT CORNER 



35 y; 



BLACK 



LEFT CORNER 



39 y 8 " 
43 y 7 " 



CHROME 
BLACK 



LEFT CORNER 
LEFT CORNER 



1221300017 



1221300008 
1221300020 



1221300018 



1221300014 
1221300022 



1221300005 



1221300001 



1221300019 
1221300009 



2498.43 



2498.43 



2614.49 
2614.49 



2684.81 



2684.81 
2498.43 



2498.43 



2614.49 



2614.49 



2684.81 
2684.81 



INTER ! 



INTER 9 



INTER 9 



INTER ! 



INTER ! 



INTER 9 



39 y 8 " 



CHROME 



RIGHT CORNER 



43 y; 



BLACK 



RIGHT CORNER 



47 y 4 " 



CHROME 



RIGHT CORNER 



si y; 



BLACK 



RIGHT CORNER 



55 y; 



CHROME 



RIGHT CORNER 



59 " 



BLACK 



RIGHT CORNER 



1221300013 



1221300011 



1221300006 



1221300003 



1221300002 



2156.40 



2156.40 



2272.43 



2272.43 



2342.75 



2342.75 



INTER 2B 



31 V/' 



CHROME 



LEFT CORNER 



INTER 2B 



33 y; 



BLACK 



LEFT CORNER 



INTER 2B 
INTER 2B 



33 y; 
33 y; 



CHROME 
BLACK 



LEFT CORNER 
LEFT CORNER 



INTER 2B 



33 y; 



CHROME 



LEFT CORNER 



INTER 2B 



33 y; 



BLACK 



LEFT CORNER 



1221300015 
1221300024 



1221300007 



1221300004 



2156.40 



2156.40 



2272.43 
2272.43 



2342.75 



2342.75 
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NEO 



Available Glass Finishes 



^j^^ ^^^^ 



FILO OPAL DECO 



LINE 



General Features 

- Frame less shower door 

- 1/3" thick tempered glass 

- High versatility due to the simplicity of its elements 

- Formats for disabled people 

- Easily adaptable to any shower area 

- SystemGlass 

- Height 81" 







Enclosure 


Dimensions 


Compensations 


Version 


Code 


Points 






NEO 10 


55 y 8 " 


32 y 7 " - 33 y 9 " 


RIGHT 


S315600829 


1295.79 






LEFT 


S315600679 


1295.79 






NEO 10 


59 " 


36 2 / 9 " - 37 " 


RIGHT 


S315600634 


1332.34 






LEFT 


S315600595 


1332.34 












NEO 10 


63" 


40 y 6 " - 41 " 


RIGHT 


S315600692 


1415.19 










LEFT 


S315600691 


1415.19 










NEO 10 


66 %" 


44 y 9 " - 44 y 8 " 


RIGHT 


S315600840 


1464.86 






LEFT 


S315600694 


1464.86 






NEO 10 


70 7 / 8 " 


48 " - 48 5 / 6 " 


RIGHT 


S315600830 


1510.84 






LEFT 


S315600814 


1510.84 




< 


3- 


NEO P 


47 y 4 " 






S315600783 


1228.79 








NEO P 


55 y 8 " 






S315600681 


1295.73 




< 




NEO P10 


47 y 4 " 






S315600672 


1916.56 








NEO P10 


55 y 8 " 






S315600615 


2004.77 






NEO 9 


si y 2 " 


30 y 3 " - 31 % " 


RIGHT 


S315600767 


1260.51 






LEFT 


S315600876 


1260.51 






NEO 9 


35 y 7 " 


34 y 4 "- 35 y 6 " 


RIGHT 


S315600775 


1336.84 






LEFT 


S315600763 


1336.84 






NEO 9 


39 y 8 " 


38 y 5 " - 39 y 4 " 


RIGHT 


S315600872 


1367.75 






LEFT 


S315600737 


1367.75 






y 


i 


NEO 9 


43 y 7 " 


42 y 8 " - 43 y 7 " 


RIGHT 


S315600601 


1446.88 










LEFT 


S315600713 


1446.88 










J NEO 9 


47 y; 


46 y 9 " - 47 y 8 " 


RIGHT 


S315600818 


1487.31 








LEFT 


S315600896 


1487.31 






NEO 9 


51 y 8 " 


50 " - 51 y 7 " 


RIGHT 


S315600781 


1518.09 






LEFT 


S315600865 


1518.09 






NEO 9 


55 y 8 " 


53 % " - 55 y 2 " 


RIGHT 


S315600750 


1550.17 






LEFT 


S315600777 


1550.17 






NEO 9 


59 " 


57 7 / 8 "- 59%" 


RIGHT 


S315600886 


1591.97 






LEFT 


S315600640 


1591.97 
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PORCELANOSA 

BATH 

shower enclosures 



Available Glass Finishes 



o • 



FILO OPAL DECO LINE 




General Features 

- Frame less shower door 

- 1/3" thick tempered glass 

- High versatility due to the simplicity of its elements 

- Formats for disabled people 

- Easily adaptable to any shower area 

- SystemGlass 

- Height 81" 



Enclosures 


Dimensions 


Compensations 


Version 


Code 


Points 


NEO 1 


27 5 / 9 " 


26 y 9 - - 




RIGHT 


S315600844 


650.76 


27 y 9 " 


LEFT 


S315600791 


650.76 


NEO 1 


31 V 2 " 


30 y 7 - - 




RIGHT 


S315600652 


675.8 


si y 2 " 


LEFT 


S315600682 


675.8 


NEO 1 


35 y 7 " 


34 y 8 - - 




RIGHT 


S315600811 


714.75 


35 y 7 " 


LEFT 


S315600695 


714.75 


NEO 1 


39 y 8 " 


38 V 




RIGHT 


S315600686 


787.93 


39 y 8 " 


LEFT 


S315600669 


787.93 


NEO 1 


43 7 7 " 


42 y 2 " - 




RIGHT 


S315600825 


838.73 


43 y 7 " 


LEFT 


S315600685 


838.73 


NEO 1 




46 y 9 " - 




RIGHT 


S315600620 


885.79 


47 y 4 " 


LEFT 


S315600675 


885.79 


NEO 1 


5i y 8 " 


50 y 5 " - 




RIGHT 


S315600970 


946.84 


51 V 6 " - 


LEFT 


S315600971 


946.84 


NEO 1 


55 y 8 " 


54 y 3 " - 




RIGHT 


S315600969 


1012.06 


55 y 8 " 


LEFT 


S315600967 


1012.06 



NEO 1 
NEO 2 



NEO 2 



59 " 

3i y; 



58 y 4 "- 59" 

30 y 7 " - 3i y 9 ' 



RIGHT 



S315600972 



LEFT 



S315600968 
S315600551 



35 y 7 " 



34 5 / "- 35' 



S315600550 



1081.79 



1081.79 
830.73 



868.76 



NEO 2C 



NEO 2C 



NEO 2C 



NEO 5 



NEO 5 



NEO 5 
NEO 5 



NEO 5 



NEO 5 



27 y; 



S315600534 



29 y; 



S315600560 



31 y; 



S315600581 



NEO 2C 35 3 / 7 " 

NEO 5 27 5 / g " 



26 y 9 " - 27 y 9 



RIGHT 



S315600586 
S315600732 



LEFT 



S315600748 



29 y 2 " 



28 y 4 " - 29 y 2 



RIGHT 
LEFT 



S315600752 
S315600898 



3i y; 



30 y 7 - - 3i y 2 



RIGHT 



S315600731 



LEFT 



S315600727 



35 y 7 " 
39 y 8 " 



34 y 8 " - 35 y 7 ' 
38 y 7 " - 39 y 8 ' 



RIGHT 



S315600762 



LEFT 
RIGHT 



S315600771 
S315600883 



LEFT 



S315600708 



43 y 7 " 



42 y 2 " - 43 y 7 ' 



RIGHT 
LEFT 



S315600702 
S315600712 



47 y; 



46 y 9 " - 47 y 4 ' 



RIGHT 



S315600753 



LEFT 



S315600636 



746.04 



757.09 



776.87 



813.69 
702.51 



702.51 



719.63 
719.63 



729.36 



729.36 



767.36 



767.36 
836.44 



836.44 



866.87 
866.87 



905.25 



905.25 



* NEO 20 MUST INCLUDE NEO 5 (FWD PANEL) 
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Available Glass Finishes 



o • 



FILO OPAL DECO LINE 



General Features 

- Frame less shower door 

- 1/3" thick tempered glass 

- High versatility due to the simplicity of its elements 

- Formats for disabled people 

- Easily adaptable to any shower area 

- SystemGlass 

- Height 81" 









Enclosure 


Dimensions 


Compensations 


Version 


Code 


Points 










NEO 9/9 


59 " 


57 y 8 " 


- 59%" 




S315600590 


2197.94 








; 




NEO 9/9 


63" 




- 63 y 8 " 




S315600778 


2295.29 














NEO 9/9 


66 %" 


65 y 4 " 


- 67 V 




S315600787 


2334.34 














NEO 9/9 


70 V 8 " 


69 y 3 " 


- 7i y 4 " 




S315600609 


2376.17 








NEO 9/9 


74 V 5 » 


73 y 8 " 


- 75 V 




S315600646 


2398.57 








NEO 9C 


31 V 2 " 


30 y 3 " 


■31-/." " 


RIGHT 


S315600767 


1260.51 








LEFT 


S315600876 


1260.51 








NEO 9C 


35 V 7 " 


34 y 4 " 


- 35 y 6 " 


RIGHT 


S315600775 


1336.84 








LEFT 


S315600763 


1336.84 








NEO 9C 


39 y 8 " 


38 y 5 " 


- 39 y 4 - 


RIGHT 


S315600872 


1367.75 








LEFT 


S315600737 


1367.75 








NEO 9C 


43 %" 


42 y 8 " 


- 43 y 7 - 


RIGHT 


S315600601 


1446.88 










LEFT 


S315600713 


1446.88 










NEO 9C 


47 V 4 " 


46 y g " 


- 47 y 8 " - 


RIGHT 


S315600818 


1487.31 








LEFT 


S315600896 


1487.31 








NEO 9C 


51 y 8 " 


50 " - 


51%" 


RIGHT 


S315600781 


1518.09 








LEFT 


S315600865 


1518.09 








NEO 9C 


55 y 8 " 


53 y g " 


- 55 y 2 - - 


RIGHT 


S315600750 


1550.17 








LEFT 


S315600777 


1550.17 








NEO 9C 


59 " 


57 y 8 " 


- 59*// 


RIGHT 


S315600886 


1591.97 








LEFT 


S315600640 


1591.97 



* NEO 9C MUST INCLUDE NEO 5 (FIXED PANEL) 
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Available Glass Finishes General Features 

- Frame less shower door 

- 1/4" thick tempered glass 

- High versatility due to the simplicity of its elements 
CARGLASS - Formats for disabled people 

- Easily adaptable to any shower area 

- Anti-corrosion lacquered steel profiles 

- Pivoting system 

- Height 75" 

Available Finishes 



Enclosure 



Dimensions 



Version 



Profile 



Code 



Points 



WHITE 



S305801156 



772.59 



NOVA 8B 



NOVA 8B 



43 7 7 " 



43 7 7 " 



RIGHT 



LEFT 



CHROME 



WHITE 



CHROME 



S305801130 



S305801133 



S305801117 



772.59 



772.59 



772.59 



WHITE 



S305801142 



1027.53 



NOVA 8B+ 



43 V 7 " 



RIGHT 



CHROME 



S305801120 



WHITE 



S305801138 



1027.53 



1027.53 



NOVA 8B+ 



43 7 7 " 



LEFT 



CHROME 



S305801164 



1027.53 
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PORCELANOSA 

BATH 

shower enclosures 



SILKE 



Available Glass Finishes 



FILO OPAL 



S^sterrv 



General Features 

- Frameless shower door 

- 1/3" thick tempered glass 

- High versatility due to simplicity of it's elements 

- Height 80,3" 





Enclosure 


Dimensions 


Compensations 


Version 


Code 


Points 




SILKE 5 


27 y 9 " 


26 y Q " 

' 9 


- 27 y 0 " 

' 9 


RIGHT 


S315700021 


665,59 




LEFT 


S315700173 


665,59 








SILKE 5 


29 V" 


28 y 4 " 


- 29 y, " 


RIGHT 


S315700015 


671,44 










LEFT 


S315700163 


671,44 










SILKE 5 


31 Y 2 " 


30 y 7 - 


- 31 y 2 " 


RIGHT 


S315700013 


690,41 








LEFT 


S315700169 


690,41 




SILKE 5 


35 y 7 " 


34 y 8 - 


- 35 y 7 - 


RIGHT 


S315700014 


729,22 




LEFT 


S315700165 


729,22 




SILKE 9 


47 V 4 " 


46 y 9 " 


- 47 y 8 - 


RIGHT 


S315700016 


1462,41 




LEFT 


S315700167 


1462,41 




SILKE 9 


5i y 8 " 


50 " - 


51 y 7 - 


RIGHT 


S315700022 


1487,23 




LEFT 


S315700162 


1487,23 




SILKE 9 


55 y 8 " 


53 % " 


- 55 y 2 - 


RIGHT 


S315700029 


1542,13 








LEFT 


S315700166 


1542,13 










SILKE 9 


59 " 


57 y 8 - 


- 59 y 9 - 


RIGHT 


S315700026 


1580,78 












LEFT 


S315700158 


1580,78 








SILKE 9 


63" 


6i y 5 - 


- 63 y 8 " 


RIGHT 


S315700018 


1610,83 




LEFT 


S315700155 


1610,83 




SILKE 9 


66 8 / " 

1 9 


65 y 4 " 


- 67 y 3 - 


RIGHT 


S315700017 


1688,92 




LEFT 


S315700159 


1688,92 




SILKE 9 


70 y 8 " 


69 y 3 " 


- 7i y 4 " 


RIGHT 


S315700012 


1733,44 




LEFT 


S315700170 


1733,44 




SILKE 9C 


47 y 4 " 


46 y 9 " 


- 47 y 4 - 


RIGHT 


S315700025 


1581,08 




LEFT 


S315700023 


1581,08 




SILKE 9C 


51 y 8 " 


50 y 5 " 


- 5i y 6 " 


RIGHT 


S315700030 


1617,03 




LEFT 


S315700027 


1617,03 




SILKE 9C 


55 y 8 " 


54 y 3 " 


- 55 y 8 " 


RIGHT 


S315700050 


1683,17 




.-- 






LEFT 


S315700020 


1683,17 








SILKE 9C 


59 " 


58 y 4 


"- 59" 


RIGHT 


S315700056 


1730,45 












LEFT 


S315700054 


1730,45 










SILKE 9C 


63" 


62 y 5 


"- 63" 


RIGHT 


S315700042 


1771,79 




LEFT 


S315700051 


1771,79 




SILKE 9C 


66 y 9 " 


66 y 7 - 


- 66%" 


RIGHT 


S315700045 


1825,65 




LEFT 


S315700055 


1825,65 




SILKE 9C 


70 y 8 " 


70 y 9 " 


- 70 y 8 " 


RIGHT 


S315700063 


1881,41 




LEFT 


S315700064 


1881,41 




„— - 




SILKE 9/9 


59 " 


57 y 8 - 


- 59 y 9 " 




S315700038 


2409,06 








SILKE 9/9 


63" 


6i y 5 - 


- 63 y 8 " 




S315700040 


2465,41 












SILKE 9/9 


66 y 9 " 


65 y 4 " 


- 67 y 3 - 




S315700046 


2523,25 










SILKE 9/9 


70 y 8 " 


69 y 3 - 


- 7i y 4 " 




S315700036 


2579,15 




SILKE 9B 


59 " 


57 y 8 - 


- 59 y 9 - 


RIGHT 


S315700059 


1592,88 




LEFT 


S315700171 


1592,88 












RIGHT 


S315700062 


1627,98 










SILKE 9B 


63" 


6i y 5 " 


- 63 y 8 " 












LEFT 


S315700161 


1627,98 












SILKE 9B 


66 y 9 " 


65 y 4 " 


- 67 y 3 - 


RIGHT 


S315700052 


1670,21 








LEFT 


S315700157 


1670,21 




SILKE 9B 


70 y 8 " 


69 y 3 - 


- 7i y 4 " 


RIGHT 


S315700060 


1716,52 




LEFT 


S315700172 


1716,52 



* SILKE 9C MUST INCLUDE SILKE 5 (FIXED DAWEL) 
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VITRA 



Available Glass Finishes 



FILO OPAL 



S^stenv 



General Features 

- Stainless steel structure 

- 1/3" thick tempered glass 

- The brakes and the protective crossbar offer an excellent functionality 

- Height 81 ,5" 




Enclosure Dimensions Version Compensation Code Points 

VITRA 5 31 Vr RIGHT 30 V?" - 31 1/2" S308805003 785.01 

VITRA 5 31V2" LEFT 30 5/7" - 31 1/2" S308805023 785.01 

VITRA 5 3 5 2/7- RIGHT 34 2/3" - 35 2/7" S308805004 833.21 







VITRA 5 


3 5 2/7" 


LEFT 


34 2/3" - 


35 2/7" 


S308805024 


833.21 








VITRA 9 


47 2/3" 


RIGHT 


46" - 47 


2/3" 


S308505031 


1653.72 








VITRA 9 


47 2/3" 


LEFT 


46" - 47 


2/3" 


S308505001 


1653.72 








VITRA 9 


5 5 1/2" 


RIGHT 


54" - 55 


1/2" 


S308505032 


1758.35 




- - 




VITRA 9 


5 5 1/2" 


LEFT 


54" - 55 


1/2" 


S308505002 


1758.35 






VITRA 9 


59" 


RIGHT 


57 Vs" - 


59" 


S308505033 


1810.66 






VITRA 9 


59" 


LEFT 


57 Vs" " 


59" 


S308505003 


1810.66 










VITRA 9C 


4 7 1/4" 


RIGHT 


45 2/3" - 
34 2/3" - 


46 1/2" - 
35 2/7" 


S308905026 


1769.86 








VITRA 9C 


47 i/4" 


LEFT 


45 2/3" - 
34 2/3" - 


46 1/2" - 
352/7" 


S308905001 


1769.86 






>■ 


VITRA 9C 


58 i/4" 


RIGHT 


57 1/2" - 
34 2/3" - 


58 1/4"- 
35 2/7" 


S308905028 


1879.72 






VITRA 9C 


58 i/4" 


LEFT 


57 1/2" - 
34 2/3" - 


58 1/4"- 
35 2/7" 


S308905003 


1996.00 






























VITRA 9/9 


59" 




57 7/8" - 


59" 


S312500002 


2757.58 






> 


VITRA 9B 


59" 


RIGHT 


57 7/ 8 " - 


59" 


S312700143 


1781.12 








VITRA 9B 


59" 


LEFT 


57 7/ 8 " - 


59" 


S312700144 


1781.12 







v* VITRA 9C MUST INCLUDE VITRA 5 (FIXED PANEL) 
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YOVE 



Available Glass Finishes 



o • 



FILO OPAL DECO LINE 



General Features 

- SystemGlass 

- 1/4" mm 

- Many combinations possible 

- Height 77" 







Enclosure 


Dimensions 


Compensations 


Version 


Code 


Points 






YOVE 1 


31 V 2 " 


31 y 9 " - 31 y 2 " 


- 


S315800172 


646.69 








YOVE 1 


35 y 7 " 


35"- 35 3 / 7 " 


- 


S315800171 


673.51 








> 


| YOVE 1 


39 y 8 " 


39 " - 39 3 / 8 " 


- 


S315800170 


769.79 








YOVE 1 


43 y 7 " 


42 % " - 43 2 / 7 " 


- 


S315800173 


809.3 








YOVE 1 


47 y; 


46 y 7 " - 47 y 4 " 




S315800169 


844.2 








^ YOVE 1 


si y 8 - 


so y 9 - - 51 y 6 - 




S315800184 


886.41 






YOVE 1 


55 y 8 - 


54 y 7 - - 55 y 8 - 




S315800183 


930.75 






YOVE 1 


59 " 


58 2 / 3 " - 59 " 




S315800182 


977.27 






YOVE 9 


39 y 8 " 


38 y 5 - - 39 y 4 " 


RIGHT 


S315800049 


914.12 






LEFT 


S315800034 


914.12 






YOVE 9 


43 y 7 " 


42 y 8 - - 43 y 7 " 


RIGHT 


S315800026 


948.21 






LEFT 


S315800055 


948.21 






YOVE 9 


47 y; 


46%"- 47 5 / 8 " 


RIGHT 


S315800107 


971.07 






LEFT 


S315800114 


971.07 






YOVE 9 


5i y 8 " 


50 " - 51 y 7 " 


RIGHT 


S315800052 


1017.88 









- 




LEFT 


S315800111 


1017.88 












YOVE 9 


55 y 8 " 


53 % " - 55 y 2 " 


RIGHT 


S315800113 


1024.3 












LEFT 


S315800062 


1024.3 












YOVE 9 


59 " 


57 y 8 - - 59 y 9 " 


RIGHT 


S315800109 


1060.87 






LEFT 


S315800058 


1060.87 






YOVE 9 


63" 


61V/- 63 y 8 " 


RIGHT 


S315800066 


1088.55 






LEFT 


S315800053 


1088.55 






YOVE 9 


66 %" 


65 y 4 - - 67 y 3 - 


RIGHT 


S315800112 


1130.57 






LEFT 


S315800047 


1130.57 






YOVE 9 


70 y 8 " 


69 y 3 - - 7i y 4 - 


RIGHT 


S315800050 


1162 






LEFT 


S315800028 


1162 



Fittings 



Tensors 




Profiles 



Top Guide 
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Available Glass Finishes 



o # 



FILO OPAL DECO LINE 





Enclosure 



Dimensions 



General Features 

- SystemGlass 

- 1/4" thick 

- Many combinations possible 

- Height 75" 

Compensations Version 



Code 



YOVE 9C 39 3 / 8 " 

YOVE 9C 43 2 / 7 " 



YOVE 9C 



YOVE 9C 



YOVE 9C 



YOVE 9C 



YOVE 9C 



YOVE 9C 



YOVE 9/9 



YOVE 9/9 



YOVE 9/9 



YOVE 9B 



YOVE 9B 



YOVE 9B 



YOVE 9B 



YOVE 9B 



YOVE 5 



YOVE 5 



38 % 
« % 



39 % ' 
43 y 7 ' 



RIGHT 



S315800061 



LEFT 
RIGHT 



S315800060 
S315800124 



LEFT 



S315800073 



47 y 4 " 



46 y 9 " - 47 y 8 



RIGHT 
LEFT 



S315800057 
S315800134 



5i y; 



50 ' 



5i %" 



RIGHT 



S315800032 



LEFT 



S315800115 



55 y 8 " 

59 " 



53% 
57 V, 



55 % 
59% 



RIGHT 



S315800070 



LEFT 
RIGHT 



S315800122 
S315800048 



LEFT 



S315800038 



63" 



61 % " - 63 % 



RIGHT 



S315800030 



LEFT 



S315800121 



66 %" 



65 % " - 67 % 



RIGHT 



S315800075 



LEFT 



S315800074 



YOVE 9C 70 7 / 8 " 

YOVE 9/9 59 " 



69 % ' 
57 %' 



71 y 4 ' 

59%' 



RIGHT 



S315800118 



LEFT 



S315800043 
S315800094 



63" 



61 % " - 63 % 



S315800035 



66 y; 



65 % " - 67 % 



S315800065 



70 y 8 " 



69 y 3 - - 7i y 4 - 



S315800067 



55 y 8 " 



53 % " - 55 % 



RIGHT 
LEFT 



S315800084 
S315800154 



59 " 
63" 



57 % 
61% 



59% 
63 % 



RIGHT 



S315800151 



LEFT 
RIGHT 



S315800130 
S315800029 



LEFT 



S315800031 



66 %" 



65 % " - 67 % 



RIGHT 



S315800102 



LEFT 



S315800040 



70 7 / 8 " 



71% 



RIGHT 
LEFT 



S315800087 
S315800095 



YOVE 9B 74 4 / 5 " 

YOVE 5 27 5 / g " 



73%' 
27 " 



- 75%' 

27 y 4 " 



RIGHT 



S315800140 



LEFT 
RIGHT 



S315800148 
S315800039 



LEFT 



S315800159 



29 %" 



28 % " - 29 % 



RIGHT 



S315800116 



LEFT 



S315800160 



31 %" 



30 % " - 31 % ' 



RIGHT 
LEFT 



S315800081 
S315800162 



YOVE 5 35 %" 

* YOVE 9C MUST INCLUDE YOVE 5 (FIXED PANEL) 



34%"- 35% 



RIGHT 



S315800072 



LEFT 



S315800164 



Points 



920.32 



920.32 
943.04 



943.04 



963.01 
963.01 



1007.53 



1007.53 



1022.55 



1022.55 
1059.15 



1059.15 



1080.14 



1080.14 



1120.22 



1120.22 



1153.59 



1153.59 
1417.48 



1450.82 



1451.68 



1492.81 



936.59 
936.59 



966.32 



966.32 
983.06 



983.06 



1010.47 



1010.47 



1036.13 
1036.13 



1052.46 



1052.46 
533.17 



533.17 



548.83 



548.83 



556.97 
556.97 



598.91 



598.91 



217 



pedestal sinks 



PORCELANOSA 

BATH 



sinks 








< 


























9 


7 




v" 








NK ONE 23-5/8" wall mounted sink 

with overflow. Fixing kit N4201 40000 included. 



N3701 70446 



117 points 



NK ONE 20-7/8" wall mounted sink 

with overflow. Fixing kit N4201 40000 included. 



N3701 70448 



112 points 



[a] NK0NE Pedestal 



NK ONE Semi pedestal 

I Fixing kit N4201 50000 included. 



N3701 70437 81 points 



N3701 70442 98 points 



URBAN C 23 5/8" wall mounted sink 

With overflow and fixing kit N421 040000 



N369225465 




130 points 




URBAN C 23 5/8" vessel sink 



N369225474 




130 points 




URBAN C 17 3/4" wall mounted sink 

With overflow and fixing kit N421 040000 



N369225468 



112 points 




R 11„ 



R 11„ 

o 



R 11„ 



q 15„ 
9 16 



R 15„ 



URBAN C Pedestal 



N369225466 



96 points 



URBAN C Semi pedestal 



N369225473 



103 points 



221 




11 



.11". 78" 6T6" 




f 










175" 





[a] HOTELS 31-1/2" wall mounted sink with left offset bowl 

overflow and N421 040000 fixing kit included. 

N399999986 



486 points 



[H HOTELS 31-1/2" wall mounted sink with left offset bowl. 

Without faucet hole. Overflow and N421 040000 fixing kit included. 



N396990835 



486 points 



m m 




\c\ HOTELS 31 -1/2" wall mounted sink with right offset bowl \d\ HOTELS 31 -1/2" wall mounted sink with right offset bowl. 

overflow and N421 040000 fixing kit included. Without faucet hole. Overflow and N421 040000 fixing kit included. 

N396990837 486 points N396990836 486 points 
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wall mount sinks 



PORCELANOSA 

BATH 

sinks 




1] HOTELS 43-5/16" wall mounted sink 

HOTELS 43-5/1 6 wall mounted Sink wjth | eft offset bowL W j thout faucet ho | e . oWverflow and N421 040000 fixing 

with left offset bowl overflow and N421 040000 fixing kit included. ^ j nc | uc | ec | 

N396990833 581 points N396990834 581 points 




36§" 




N643000037 POLISHED CHROME 129 points 

HOTELS 36-5/8" x 20-1/2" wall mounted sink N643000039 WHITE 118 points 

with overflow Fixing kit N421 040000 included 



N396990843 512 points M HOTELS Towel rail for 43-5/16" sinks 

N643000038 WHITE 151 points 
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NANTES 29-1/2" wall mounted sink 

Fixing kit N421 040000 included. With 
overflow. 



N353339933 426 points 



NANTES 33 7/16" x 19 11/16" wall mounted sink 

with overflow. Fixing kit N421 040000 included. 



N353339938 



458 points 



NANTES - Towel rail for 29-1 /2" sink N640560002 74 points 




w: 



2 V6 




01& 



16 0^ 



NANTES 25-9/16" x 19-11/16" wall mounted sink 

Fixing kit N421 040000 included. With overflow. 



N353339937 



377 points 



XL LAKE wall mounted sink 

with overflow. Fixing kit N421 040000 included. 



N372760031 



272 points 
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PORCELANOSA 

BATH 



sinks 




SOFT 21-5/8" wall mounted sink 

Fixing kit N499816806 with overflow 



N3991 20032 



663 points 





3516" 






11" 134" 


J 38" 165"^| 










is 








SOFT 35-7/16" wall mounted sink 

with overflow. Fixing kit N421 040000 included. With 3 faucet holes 



N399999969 



589 points 







SOFT 25-9/16" wall mounted sink 

with overflow. Fixing kit N421 040000 included. 



N399999987 



407 points 



SOFT 35-7/16" wall mounted sink 

with overflow. Fixing kit 100041225 - N421 040000 included. 

N399999994 



598 points 





ARQUITECT wall mounted sink 

With overflow Fixing kit N421 040000 included 



N390000017 



417 points 




NK LOGIC 31-1/2" wall mounted sink 

with overflow. Fixing kit N4201 40000 included. 




NK LOGIC 23-5/8" wall mounted sink 

Fixing kit N421 040000 with overflow. 



N3701 70460 



©©MOW 



453 points 



11 16" I .1016". 188" 





NK LOGIC - 39-3/8" wall mounted sink 

with overflow. Fixing kit N4201 40000 included 



N3701 70461 



510 points 



N3701 70466 



669 points 
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PORCELANOSA 

BATH 



sinks 







2716" 














© j 


f 








14^6" 





JAM 19-11/16" x 19-11/16" wall mounted sink 

Fixing kit N421 040000 included with overflow. 



N355015333 



JAM 18-1/8" wall mounted sink 

Fixing kit N421 040000 included with overflow 



it 



398 points 





*\ 














i8re" 



N396760131 



309 points 



JAM 27-9/16" x 19-11/16" wall mounted sink 

Fixing kit N421 040000 included with overflow. 



N355015332 



552 points 






\l , I 






— 

104", 


""in 



JAM 23-5/8" wall mounted sink 

Fixing kit N421 040000 included with overflow. 



N353339937 



377 points 








JAM 31-1/2" wall mounted sink 

Fixing kit N421 040000 included with overflow. 



N372769937 



500 points 



Fixing kit N421 040000 included 

with overflow 



N372769939 



416 points 



58" . 154" . . 154" 





JAM 41-5/16" wall mounted sink 

Fixing kit N421 040000 included with overflow 



N396760331 



643 points 



MOOD 20" wall hung sink 

with overflow. Fixing kit N421 040000 included 



N387000001 SNOW 



479 points 
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PORCELANOSA 

BATH 

sinks 




CITY 23-5/8" x 17-11/16" wall mounted sink 

Fixing kit N421 040000 included. With overflow. 

N377001042 353 points 



CITY 31-1/2" x 17-11/16" wall mounted sink 

with central bowl and overflow. N421 040000 fixing kit included 

N377001079 459 points 




31 2" 



CITY 31-1/2" x 17-11/16" wall mounted sink 

with right offset bowl and overflow N421 040000 fixing kit included. 

N377001045 459 points 




, 39§" , 

CITY 39-3/8" x 17-11/16" wall mounted sink 

with central bowl. Fixing kit N421 040000 included. With overflow. 



N377001043 553 points 







15* 




78" 




















. 473" _ 




CITY 47-1/4" x 17-11/16" wall mounted sink 

with central bowl and overflow. N421 040000 fixing kit included. 

N377001044 




587 points 




CITY 39-3/8" x 17-11/16" wall mounted sink 

with right offset bowl. Fixing kit N421 040000 included. With overflow. 



N377001041 



553 points 



CITY 47-1/4" wall mounted sink 

Fixing kit N421 040000 included. With overflow. 



N377001078 White 
N377000999 Black 



587 points 
695 points 





ESSENCE C 31-2/4" wall hung sink 

with right offset bowl. Overflow and fixing kit N421 040000 included. Com- 
patible with ESSENCE vanity 

N365850091 WHITE 648 points 

N365850088 BLACK 885 points 



27-2/4" x 4" towel rail for ESSENCE C wall hung sink 
N842947815 CHROME 



182 points 
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vessel sinks 



PORCELANOSA 

BATH 



sinks 




FLAME Vessel sink 

without overflow. 



N399999927 



431 points 




ESSENCE C 19-5/16" vessel sink 

without overflow. 



N365850090 White 
N365850089 Black 



7T 



.0' 



432 points 
582 points 





CLIP OVAL 24-13/16" vessel sink 

with overflow 



N321 323640 White 
N366019935 Silver 
N321 323641 Gold 



384 points 
789 points 
789 points 



NUBE I1 15 3/4" vessel sink 

with overflow 



N358426132 



183 points 



XL LAKE Vessel sink 

with overflow. 



N399999882 



0 # | Or 



t T 



229 points 






XS ICE I1 15-3/8" x 15-3/8" vessel sink 

without overflow. Waste without overflow N299150101 needed. 

N373769977 White 
N373769978 Black 



232 points 
274 points 



EOS 23 5/8" x 3 7/8" x 16 7/8" ceramic sink BOL - 1 7 3/4" x 3 7/8" x 1 7 3/4" ceramic sink 

G61 9000034 443 points G61 9000004 445 points 

N299999720 Chrome / N299999726 Satin - European pop up assembly required, sold separately. N299999720 Chrome / N299999726 Satin - European pop up assembly required, sold separately. 



228 



PORCELANOSA 

BATH 

sinks 







FORMA 16 2/4" countertop sink 

With overflow. Clicker sink waste and ceramic plug included (installed in the sink) 

261 points 



N399999815 



FORMA 23 3/8" x 14 1/4" countertop sink 

With overflow. Clicker sink waste and ceramic plug included (installed in the sink) 

261 points 



N399999817 



LOUNGE 18-1/8" vessel sink 

without overflow. 



N379000001 







m 58" m 






323 points 




GLOVE 15-3/8" vessel sink 

without overflow. 




N396990857 White 
N396990860 Silver 
N396990859 Gold 



188 points 
557 points 
557 points 
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PORCELANOSA 

BATH 



sinks 







/ 














/ \ 



XL KUBE - 16-9/16" x 16-9/16" vessel sink 

without overflow. 



N372017931 White 
N372769934 Silver 
N372769935 Silver / White 
N372769933 Gold 



260 points 
609 points 
538 points 
609 points 





FORMA 15 3/4" x 15 3/4" countertop sink 

With overflow. Clicker sink waste and ceramic plug included (installed in the sink) 
N399999814 261 points 



stone series vessel sinks 



PORCELANOSA 

BATH 

sinks 




ZENO BIOPROT 15-15/16" vessel sink TREND BIOPROT vessel sink 

without overflow without overflow 



L1 70302375 


Negro Marquina 


• 


1814 points 


L1 71 301 208 


Negro Marquina 


• 


2269 points 


L1 70302383 


Brown Stone 


• 


1284 points 


L1 71 301 209 


Brown Stone 


• 


1663 points 


L1 70302366 


Grey Stone 


• 


1284 points 


L1 71 301 210 


Grey Stone 


• 


1663 points 


L1 71 301 001 


Crema Italia 




905 points 


L1 71 301 211 


Crema Italia 




1663 points 


L1 71 301 031 


Beige 




905 points 


L1 71 301 205 


Beige 


9 


1663 points 


L1 708011 18 


Crema Nilo 


• 


905 points 


L1 71 301 207 


Crema Nilo 


• 


1663 points 


L1 71 301 041 


Blanco Almeria 




905 points 


L1 71 301 206 


Blanco Almeria 




1663 points 


L1 70302376 


Blanco Athenas 




1663 points 


L1 71 301 164 


Blanco Athenas 




1814 points 




KUBE BIOPROT 16-9/16" vessel sink MAYA BIOPROT vessel sink 

without overflow without overflow 



L1 70302729 


Negro Marquina 


• 


1663 points 


L1 70302386 


Negro Marquina 


• 


2269 points 


L1 7030271 6 


Brown Stone 


• 


1662 points 


L1 70302378 


Brown Stone 


• 


1663 points 


L1 70302720 


Grey Stone 


• 


1662 points 


L1 71 801 001 


Grey Stone 


• 


1284 points 


L1 70302727 


Crema Italia 




1360 points 


L1 71 801 003 


Crema Italia 




1284 points 


L1 7030271 8 


Beige 




1360 points 


L1 71 801 004 


Beige 




1284 points 


L1 70302725 


Crema Nilo 


• 


1360 points 


L1 70302367 


Crema Nilo 


• 


1284 points 


L1 7030271 7 


Blanco Almeria 




1360 points 


L1 71 301 063 


Blanco Almeria 




1284 points 


L1 70302728 


Blanco Athenas 




1664 points 


L1 70302368 


Blanco Athenas 




1814 points 



ROUND BIOPROT 16-9/16" vessel sink 

without overflow 



3%" 
[10cm] 




L1 71 301 198 
L1 71 301 192 
L1 71 301 195 
L1 71 301 183 
L171 301191 
L1 71 301 185 
L1 71 301 184 
L1 71 301 165 



Negro Marquina 


• 


1284 points 


Brown Stone 


• 


1360 points 


Grey Stone 


• 


1360 points 


Crema Italia 




905 points 


Beige 




905 points 


Crema Nilo 


• 


905 points 


Blanco Almeria 




905 points 


Blanco Athenas 




1360 points 



MENHIR 16-9/1 6" vessel sink 

without overflow 




L1 70302837 Blanco Athenas q 
L1 70302838 Crema Italia q 



1208 points 
1208 points 



231 



PORCELANOSA 

BATH 



sinks 





SOTTO 18 5/16" x 15 3/8" undermount sink 

With overflow. Fixing kit N499041500 needed 



N396990863 




SOTTO 21 1/2" x 12 13/16" undermount sink 

With overflow. Fixing kit N499041500 needed 



N396990864 



168 points 



168 points 



undermount sinks 




MINI SOTTO BOX - 17 3/8" x 5 7/8" x 10 ceramic basin. 

with overflow. N299999720 Chrome / N299999726 Satin - European pop 
up assembly required, sold separately. 



G61 0805002 



SOTTO 21 1/4" x 15 3/16" undermount sink 

With overflow. Fixing kit N499041500 needed 



N396990866 



194 points 




168 points 



1 3 3/8" 



21 1/4" 



I 




• 



SOTTO - 21 1/4" x 5 7/8" x 13 3/8" 

with overflow. Fixing kit N499041500 needed. 



G61 0805000 




50 points 




SOTT0 17 15/16" x 13 3/8" undermount sink 

With overflow. Fixing kit N499041500 needed 



N396990867 



168 points 



SQUARE 17 5/16" x 17 5/16" undermount sink 

with overflow. Fixing kit N499041500 needed. 



N399999864 



143 points 
Project sink. Minimum quantity: 50 units 
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self-rimming / semi-recessed sinks 



PORCELANOSA 

BATH 



sinks 








3 

















01 16" 













FORMA 15 3/4" x 15 3/4" semi-recessed sink 

With overflow. Clicker sink waste and ceramic plug included (installed in the sink) 



N399999812 



273 points 



AZOR 18-1/8" Azor semi-countertop sink 

with overflow 



N396766931 



256 points 





338" 










3 

. 14T6" . 








or 







SOUL 31-1/2" x 15-9/16" self-rimming sink 

with overflow. Glazed both sides. 



N399999899 



477 points 



SOUL 22-1/16" x 15-9/16" self-rimming sink 

with overflow. Glazed both sides. 



N396284431 



297 points 




















11T§" 






FORMA 16 2/4" semi -recessed sink 

With overflow. Clicker sink waste and ceramic plug included (installed in the sink) 



N399999816 



273 points 



FORMA 23 3/8" x 14 1/4" semi-recessed sink 

With overflow. Clicker sink waste and ceramic plug included (installed in the sink) 



N399999813 



273 points 







19 5/16" x 19 1/8" self-rimming sink 

With overflow. Glazed both sides. 



N396990862 



124 points 



20 1/4" x 17 11/16" self-rimming sink 

With overflow 



N396990861 



98 points 
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two piece toilets 



PORCELANOSA 

BATH 

toilets 









D 



CITY 2 piece floor outlet round front toilet N377001058 145 points CITY 2 piece elongated-front toilet 



N377001071 160 points 



CITY 2 piece tank with bottom inlet me- 
chanism 



N377001056 111 points 



CITY 2 piece round-front PP Soft-Close seat 
and cover 



N377001057 49 points 



CITY 2 piece tank with bottom inlet me- 
chanism 



N377001056 111 points 



CITY 2 piece elongated-front PP Soft-Close 
seat and cover 



N377001072 



49 points 



243 



wall hung toilets 



PORCELANOSA 

BATH 

toilets 







MOOD wall hung toilet 

Soft close seat and cover in Krion® + Krion® wall cover with white flush 
buttons. Smart-line N386000031 frame. 



N387000045 SNOW O 
N387000047 NAVY • 
N387000046 STRAWBERRY 



1246 points 
1326 points 
1326 points 



MOOD wall hung toilet 

Soft close seat and cover in Krion® + Krion® wall cover with chrome 
flush buttons. Smart-line N386000031 frame. 



N387000051 SNOW O 
N387000049 NAVY • 
N387000048 STRAWBERRY 



1326 points 
1326 points 
1326 points 





MOOD Krion® panel 
With space for 2 accessories 



N899999874 SNOW 0 
N899999872 NAVY # 
N899999871 STRAWBERRY 



104 points 
113 points 
113 points 



MOOD separate Krion® panel 
With space for 2 accessories 



N899999869 SNOW O 
N899999873 NAVY • 
N899999870 STRAWBERRY 



93 points 
102 points 
102 points 





MOOD Krion® panel 
With space for 3 accessories 



N899999866 SNOW O 
N899999868 NAVY • 
N899999867 STRAWBERRY 



121 points 
130 points 
130 points 



MOOD Wall mounted toilet 

With fixing kit (1 ,6 gpf - 0,9 gpf) 



N387000051 SNOW 



MOOD soft close seat and cover for toilet 



N499816961 WHITE 



495 points 



168 points 



245 





To be installed with wall carrier system 



n^^i i 



C^^US 

ARQUITECT wall mounted toilet 



N390000046 448 points 



Soft close seat and cover 



216 points 




"C7" 



13|" 



3„ 
%_ 
11„ 
16 



16f 
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c 




To be installed with wall carrier system 




c^^us 

ESSENCE C wall mounted toilet 



N365850105 WHITE 
N365850106 BLACK 

ESSENCE Soft close seat and cover 



N365850101 WHITE 
N365850102 BLACK 



615 points 
824 points 



190 points 
241 points 



'O 




CO 






J 










D 



co|^ 



247 



For 2x6 studs 



For 2x4 studs 



r j 



Wall mounted cistern with frame (stud wall) Includes the fixing 
kit (1.6gpf-0.9gpf) 




N386000031 



247 points 



J 




f 



ran 



In-wall tank with carrier system for wall mount toilets 
Reduced thickness. Includes the fixings kit and connecting pipes with 
the toilet (1.6 gpf-0.9 gpf) 

284 points 



N386000038 



248 



toilet accessories 




PORCELANOSA 

BATH 

toilets 





OVAL Smart line double flush button 



N386000003 CHROME 
N386000001 WHITE 
N386000008 BLACK 



61 points 
49 points 
67 points 



RONDO Smart line double flush button 



N386000006 CHROME 
N386000015 WHITE 



53 points 
39 points 






CRYSTAL Smart line double flush button 



N386000011 WHITE 
N386000016 BLACK 



350 points 
350 points 



RONDO Smart line anti-vandalism single flush button 



N386000009 CHROME 



179 points 




Silicon protection 

For wall mounted toilets and wall mounted bidets. 



N396360000 



44 points 
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Kricn 

PORCELANOSA SOLID SURFACE 



® 



BATH 
bathtubs 




PORCELANOSA 

BATH 

bathtubs 



ALMOND mcrr 




-70-7/8" 




c \X 



General Features 

- Made of KRION® Solid Surface 

- Integrated pop-up drain and overflow system 

Nominal Dimensions 

70 7/8" x 37 3/8" 

Available Colors 



Installations 

Free-standing 

U.S.A. Adapted/Standards 

cUPC Listed 
ANSI Z1 24.1 .2 
CSA B45 



KRION® STONE KRION® PAINTED KRION® PAINTED 
(WHITE) (GREY) (BLACK) 



ALMOND free standing tub 




S110600001 WHITE 


8976.03 points 


S110600009 GREY 


9531.24 points 


S110600005 BLACK 


9531.24 points 


S904612586 Syphon waste for bath NEXT D40 8.33 
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PORCELANOSA 

BATH 

bathtubs 



SP CONCEPT mcrr 




■70-7/8" 1- 

++ 2-3/8" 




General Features 

- Made of KRION® Solid Surface 

- Integrated pop-up drain and overflow system 

Nominal Dimensions 

71"x33" 

Available Colors 

KRION® Stone (white) 

Installations 

Free-standing 

U.S.A. Adapted/Standards 

cUPC Listed 
ANSIZ124.1.2 
CSA B45 

SP CONCEPT free standing tub 

S124000006 9511.33 points 



S904612586 Syphon waste for bath NEXT D40 8.33 




PORCELANOSA 

BATH 

bathtubs 



EPOQUE men- 



70-7/8" 





4-3/4" 



General Features 

- Made of KRION® Solid Surface 

- Integrated pop-up drain and overflow system 

Nominal Dimensions 

70 7/8" x 31 1/2" x 22 1/16" 

Available Colors 

KRION® Stone (white) 




02'? 





Installations 

Free-standing 

U.S.A. Adapted/Standards 
U.S.A. Adapted 

EPOQUE free standing tub 



5127100001 WHITE 

5127100002 WHITE / GLASS SWAROVSKI TRIM 

5127100003 WHITE / GOLD SWAROVSKI TRIM 

S904612586 Syphon waste for bath NEXT D40 8.33 



6085.68 points 
9591.94 points 
9591.94 points 



I 
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PORCELANOSA 

BATH 

bathtubs 



MODULUSA men 



Available Colors (tub) 



Available Colors (frame) 



KRION® STONE BLACK 
(WHITE) 



GREY 



BLACK CHROME 



MINT TORTOLA 




General Features 

- Made of KRION® Solid Surface 

- Integrated pop-up drain and overflow system 

Nominal Dimensions 

62" x 29" (With panel) 
66"x61" (With frame) 



Installations 

Free-standing 

U.S.A. Adapted/Standards 
U.S.A. Adapted 



MODUL USA bathtub 


S127500001 WHITE WITH PANEL 


4387.22 


points 


S127500005 BLACK WITH PANEL 


5159.63 


points 


S127500004 GREY WITH PANEL 


5159.63 


points 


S127500011 MINT WITH PANEL 


5159.63 


points 


S127500014 TORTOLA WITH PANEL 


5159.63 


points 


S127500003 WHITE / BLACK FRAME 


4895.60 


points 


S127500002 WHITE / CHROME FRAME 


5491.54 


points 


S127500006 BLACK / BLACK FRAME 


5590.73 


points 


S127500007 BLACK / CHROME FRAME 


6358.28 


points 


S127500009 GREY / BLACK FRAME 


5590.73 


points 


S127500008 GREY / CHROME FRAME 


6358.28 


points 


S127500012 MINT / BLACK FRAME 


5590.73 


points 


S127500013 MINT / CHROME FRAME 


6358.28 


points 


S127500016 TORTOLA / BLACK FRAME 


5590.73 


points 


S127500017 TORTOLA / CHROME FRAME 


6358.28 


points 



S904612586 Syphon waste for bath NEXT D40 8.33 



CONIC 



PORCELANOSA 

BATH 

bathtubs 



16-9/16" 




9-13/16" 





21-5/8" 




34-1/4" 



General Features 

- Made of acrylic 

- Adjustable bottom 

- Automatic drain and overflow with chromed finish 

Nominal Dimensions 

69"x34" 

Available Colors 

White 

U.S.A. Adapted/Standards 

cUPC Listed 
ANSIZ124.1.2 
CSA B45 

CONIC free standing tub 

S126400001 



2848.78 points 



S904612586 Syphon waste for bath NEXT D40 8.33 
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PORCELANOSA 

BATH 

bathtubs 



KOAN 




General Features 

- Free-standing installation 

- Made of acrylic 

- Adjustable bottom, leveling legs at base 



37-3/8" |_ - Automatic drain and overflow with chromed finish 




Nominal Dimensions 

KOAN: 65" x 31 1/8" x 26 7/9" 
KOAN XL: 74 4/5" x 37 4/5" x 28 1/3" 

Available Colors 

White 

U.S.A. Adapted/Standards 

cUPC Listed 



64-i5/i6" u ANSIZ124.1.2 

CSA B45 




KOAN free standing tub 



5126300001 KOAN 4067.89 points 

5126300002 KOAN XL 4282.81 points 

S904612586 Syphon waste for bath NEXT D40 8.33 




MINIMAL USA 



PORCELANOSA 

BATH 

bathtubs 



1-3/4" t i 



1-3/4" t I 



1 3/4" ^ C 



17-11/16" / 18-1/2" 



+ 11-1/4"+ 




17-11/16" / 18-1/2" 




59-11/16" 1- 



^ 2-1/16" 
17 11/16" 



1 




General Features 

- Made of acrylic 

Available Formats 

60"x32" 
66"x36" 

72" x 36" (double ended) 

Available Colors 

White 

Installations 

3-wall alcove 

Drop-in (without apron) 

U.S.A. Adapted/Standards 

cUPC Listed 
ANSIZ124.1.2 
CSA B45 

MINIMAL USA tub 

5151400002 MINIMAL USA DROP IN 60" X 30" 
S151400001 MINIMAL USA DROP IN 66" X 36" 

5151400003 MINIMAL USA DROP IN 72" X 36" 

Accessories 



5800943016 MODUL USA PANEL KIT 60" 

5800943017 MODUL USA PANEL KIT 66" 

5800943018 MODUL USA PANEL KIT 72" 
S809500060 AUTOMATIC DRAIN USA NEXT CHROME 
S802305007 CASUAL PLUS UNIVERSAL CHASSIS KIT 



483.71 points 
576.11 points 
623.73 points 



195.68 points 
195.68 points 
224.38 points 
89.67 points 
42.42 points 



PORCELANOSA 

BATH 

bathtubs 



4- 

1-7/9" Jr 



68-8/9" 



\ 



31-1/2" 24-2/5 




T 



/ 17-1/3" 



/ 



15-3/4" 



61-4/5"- 




MINIMAL OVAL USA 



General Features 

- Made of acrylic 

- Leveling legs at base assembled 

- Automatic drain and overflow with chromed finish 

Nominal Dimensions 

69"x32" 
75" x 34" 

Available Colors 
White 



4- 



. 74-4/5" 



1-7/9" J r 



3 



T 



/17-1/3" 



/ 



37-2/5 — 



34-1/4" 26-4 




Installations 

Free-standing (Automatic drain included) 
Drop-in (without apron) 

U.S.A. Adapted/Standards 

cUPC Listed 
ANSI Z124.1.2 
CSA B45 

MINIMAL OVAL USA free standing tub 



5151600001 SIZE 69" x 32" BB FREESTANDING 

5151600002 SIZE 75" x 34" BB FREESTANDING 

5151600003 SIZE 69" x 32" BASIC BB C/PATAS 

5151600004 SIZE 75" x 34" BASIC BB C/PATAS 
S809500060 AUTOMATIC DRAIN USA NEXT CHROME 



1906.26 points 
2501.18 points 
977.02 points 
1126.60 points 
89.66 points 
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BATH 

bathtubs 



VICTORIAN OVAL 




o 



r 

14-1/2" 



23" 



General Features 

- Oval cast-iron bath 

- Enamelled white interior 

- Exterior in black, navy blue, burgundy or white. 

- Antislip 




Q 




24-1/2" 3 °- 1/2 " 



Nominal Dimensions 

67"x30 1/2" 

Available Colors 

White, Black, Dark red, Navy blue 

U.S.A. Adapted/Standards 
U.S.A. Adapted 



o 



WHITE 



VICTORIAN OVAL free standing tub 



BLACK 



DARK RED NAVY BLUE 



S126600118 
S126600119 



4276.21 points 
4377.85 points 



PORCELANOSA 

BATH 

bathtubs 



NOVAK 



General Features 

- Free-standing installation 

- Made of acrylic 

- Automatic drain and overflow with chromed finish 

Nominal Dimensions 

71"x33" 

Available Colors 

White 

U.S.A. Adapted/Standards 

cUPC Listed 



NOVAK free standing tub 



S157600001 



3632.35 points 



S904612586 Syphon waste for bath NEXT D40 8.33 



PORCELANOSA 

BATH 

bathtubs 




68 7/ 8 " 



rr°r°p 



33 7/8" 





68 7/8" 



KUBEC 



General Features 

- One-piece bath 

- With acrylic single shell 

- Pop-up waste included. 

Nominal Dimensions 

68 7/8" x 30 7/10" 

Available Colors 

White 

U.S.A. Adapted/Standards 

cUPC Listed 
ANSIZ124.1.2 
CSA B45 



KUBEC free standing tub 



S127600001 

S904612586 Syphon waste for bath NEXT D40 8.33 



3498.50 points 
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BATH 

bathtubs 
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stone 

SERIES 



BATH 



stone series bathtubs 




PORCELANOSA 

BATH 

bathtubs 



SAMARA stone 



74 13 /s" 



[190cm] 



C\lLO 



3778" 




General Features 

- Made of natural stone 

- Available in four colors 

Nominal Dimensions 

74 1 3/1 6" x 37 3/8" 



SAMARA free standing tub 



MOKA CALIZA MOKA ATHENAS MARQUINA 



L172501101 MOKA CLASSICO 

L172502101 CALIZA MOKA CLASSICO 

L172502102 ATHENAS CLASSICO 

L172502107 MARQUINA CLASSICO 



28027 points 
12819 points 
28027 points 
28027 points 
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KHOA stone' 



PORCELANOSA 

BATH 

bathtubs 




General Features 

- Made of natural stone 

- Available in four colors 

Nominal Dimensions 

72 1 3/1 6" x 35 7/1 6" 



KHOA free standing tub 



MOKA CALIZA MOKA ATHENAS MARQUINA 



L172502106 (LIGHT) MOKA CLASSICO 

L172600001 (LIGHT) CALIZA MOKA CLASSICO 

L170701003 (LIGHT) ATHENAS CLASSICO 

L172502103 (LIGHT) MARQUINA CLASSICO 



34844 points 
30299 points 
36360 points 
34844 points 



MENHIR nm 

oy estudi{h}ac 



PORCELANOSA 

BATH 

bathtubs 



72 13 16" 



[185cm] 



36 7 16" 




General Features 

- Made of natural stone 

- Wood shelf attached 

- Available in four combinations of stone and wood 

Nominal Dimensions 

72 1 3/1 6" x 35 7/1 6" 



Wood elements 



Stone elements 



MENHIR free standing tub 



ANTRACITA NATURAL 



ATHENAS 



ITALIA 



L179702422 ATHENAS / NATURAL 

L179702448 ITALIA / NATURAL 

L179702450 ATHENAS / ANTRACITA 

L179702451 ITALIA / ANTRACITA 



37450 points 
37450 points 
37450 points 
37450 points 
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1 02%" 
[260cm] 




30 5 /i6" 



[77.1cm] 



PORCELANOSA 

BATH 

bathtubs 



spirit nm 

by a-cero 



General Features 

- Made of natural stone 

- Designer series - Designed by A-cero 

- Available in two colors 

Nominal Dimensions 

1 02 3/8" x 35 7/1 6" 



• O 

A-CERO DARK A-CERO GLOSS 



SPIRIT free standing tub 



L172600008 A-CERO GLOSS 
L172600009 A-CERO DARK 



36360 points 
37450 points 



c 3 






PORCELANOSA 

BATH 

shower trays 



SP CONCEPT men- 




35-7/16" 



_| 35-7/16" |_ 




31-1/2" 



General Features 

- Made of KRION® Solid Surface 

Avaiable Formats 

35 3/7" x 35 3/7" 
47 1/4" x 31 1/2 11 
55 1/8" x 35 7/16" 

Available Colors 



47-1/4" _ 



KRION® STONE (WHITE) 



55-1/8" . 



17-11/16" 



03-9/16" 



■ 27-9/16"- 



35-7/16" 



In order to assure a correct installation of this product, we 
recommend to use the instructions provided by SYSTEMPOOL. 



U.S.A. Adapted/Standards 
U.S.A. Adapted 



Shower Tray 


inches 


Code 


Points 


SP CONCEPT 


35 3/ 7 " x 35 3/ 7 " 


S219000005 


1207.02 


SP CONCEPT 


47 V^" x 31 y? " 


S219000004 


1415.45 


SP CONCEPT 


55 i/a" x 35 7/16" 


S219000006 


1556.00 


WASTE 


90 mm 


S904605502 


56.3 



PORCELANOSA 

BATH 

shower trays 




31-1/2" 



59-1/16"- 



17-5/16 



17-11/16" 

35-7/16" 



In order to assure a correct installation of this product, we 
recommend to use the instructions provided by SYSTEMPOOL. 




General Features 

- Made of resin 

- Textured base 

Multi Format available under request 

Maximum size 7' x 3' 

Available Colors 



WHITE 



BEIGE 



GRAPHITE 



GREY 



U.S.A. Adapted/Standards 
U.S.A. Adapted 



Shower Tray 


inches 


Code 


Points 


LAND BEIGE 


47 1/4" x 31 y?" 


S220100144 


620.12 


LAND WHITE 


47 1/4" x 31 y?" 


S220100145 


620.12 


LAND GRAPHITE 


47 1/4" x 31 y?" 


S220100164 


620.12 


LAND GREY 


47 1/4" x 31 y?" 


S220100159 


620.12 


LAND BEIGE 


47 1/4" x 35 7/16" 


S220100161 


820.46 


LAND WHITE 


47 1/4" x 35 7/16" 


S220100169 


820.46 


LAND GRAPHITE 


47 1/4" x 35 7/16" 


S220100152 


820.46 


LAND GREY 


47 1/4" x 35 7/ifi" 


S220100171 


820.46 


LAND BEIGE 


59 i/ifi" x 31 y?" 


S220100163 


693.89 


LAND WHITE 


59 i/ifi" x 31 y?" 


S220100168 


693.89 


LAND GRAPHITE 


59 i/ifi" x 31 y?" 


S220100162 


693.89 


LAND GREY 


59 i/ifi" x 31 y?" 


S220100149 


693.89 


LAND BEIGE 


59 i/ifi" x 35 7/ifi" 


S220100176 


920.42 


LAND WHITE 


59 i/ifi" x 35 7/ifi" 


S220100174 


920.42 


LAND GRAPHITE 


59 i/ifi" x 35 7/ifi" 


S220100151 


920.42 


LAND GREY 


59 V-ifi" x 35 Vifi" 


S220100165 


920.42 



WASTE 



90 mm 



S904410002 



28.03 
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5-1/8" 

H h 




1 5-1/8" 
d b 



5-1/8" 

H h 



5-1/8" 

H h 



35-7/16" 



59-1/16" 




31-1/2" 



59-1/16" 



35-7/16" 



47-1/4" 



31-1/2" 



-| 47-1/4" 1- 

ln order to assure a correct installation of 
this product, we recommend to use the 
instructions provided by SYSTEMPOOL. 



RASUSA km err 



General Features 

- Made of KRION® Solid Surface 

Available Formats 

47 1/4" x 31 V2" 
47 1/4" x 35 7/16" 
59 1/16x31 1/2" 
59 1/16x35^/16" 



Available Colors 



KRION® STONE (WHITE) 

Ad a pted/Sta n d a rd s 
U.S.A. Adapted 



Shower Tray 


inches 


Code 


Points 


RAS USA 


47 1/4" x 31 1/2" 


S220700003 


1008.75 


RAS USA 


47 i/r x 35 7/1 fi " 


S220700001 


1175.32 


RAS USA 


59 i/ifi" x 31 i/?" 


S220700002 


1220.81 


RAS USA 


59 i/ifi" x 35 7/ifi" 


S220700004 


1299.36 


WASTE 


90 mm 


S904605502 


56.3 




276 



PORCELANOSA 

BATH 
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MODUL men- 




In order to assure a correct installation of this product, we 
recommend to use the instructions provided by SYSTEMPOOL. 



General Features 

- Made of KRION® Solid Surface 

Avaiable Formats 

31 11 x 31 11 

35"x35" 
47"x31" 
47" x 35" 
55"x31" 
55"x35" 
59"x35" 
62"x35" 



Available Colors 



WASTE 
S904410002 



KRION® Stone (white) 

U.S.A. Adapted/Standards 
U.S.A. Adapted 



Shower Tray 


inches 


Code 


Points 


MODUL 


31" x 31" 


S220800007 


523.77 


MODUL 


35" x 35" 


S220800002 


649,34 


MODUL 


47"x31" 


S220800008 


785,15 


MODUL 


47" x 35" 


S220800004 


869.64 


MODUL 


55"x31" 


S220800001 


909.67 


MODUL 


55" x 35" 


S220800006 


1007.78 


MODUL 


59" x 35" 


S220800003 


1087.15 


MODUL 


62" x 35" 


S220800005 


1156.34 



28.03 



ARQUITECT 



PORCELANOSA 

BATH 

shower trays 




Arquitect 



General Features 

- Made of resin 

Available Color 




Available Formats 



Arquitect Corner 



Arquitect Pentagon 



Shower Tray 


inches 


Code 


Points 


Arquitect 


35 x 29 x 2" 


S216700005 


248,96 




39 x 27 x 2" 


S216700006 


282,92 




39 x 29 x 2" 


S216700007 


282,92 




39 x 31 x 2" 


S216700008 


294,21 




39 x 35 x 2" 


S216700009 


294,21 




43 x 31 x 2" 


S216700011 


294,21 




47 x 27 x 2" 


S216700012 


299,87 




47 x 29 x 2" 


S216700013 


299,87 




47 x 31 x 2" 


S216700014 


299,87 




47 x 35 x 2" 


S216700015 


435,68 




55 x 27 x 2" 


S216700016 


373,45 




55 x 31 x 2" 


S216700017 


435,68 




55 x 35 x 2" 


S216700018 


463,96 




59 x 29 x 2" 


S216700019 


435,68 




62 x 29 x 2" 


S216700020 


463,96 




66 x 29 x 2" 


S216700040 


503.58 




66 x 35 x 2" 


S216700021 


509,21 


Arquitect 


27 x 27 x 2" 


S216700001 


226,35 




29 x 29 x 2" 


S216700002 


226,35 




31 x 31 x 2" 


S216700003 


226,36 




35 x 35 x 2" 


S216700004 


248,96 




39 x 39 x 2" 


S216700010 


328,17 


Arquitect Corner 


29 x 29 x 2" 


S216700022 


226,35 




31 x 31 x 2" 


S216700023 


226,35 




35 x 35 x 2" 


S216700024 


248,96 




39 x 39 x 2" 


S216700039 


299,55 


Arquitect Pentagon 


31x31x2" 


S216700025 


311,19 




35 x 35 x 2" 


S216700026 


367,76 
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par - KER 



General Features 

- Made of resin 

Avaiable Colors 

- Color White 

- Par-ker Oxford Acero 

- Par-ker Oxford Antracita 

- Par-ker Oxford Cognac 

- Par-ker Oxford Natural 

Available Formats 



Shower Tray 


inches 


Code 


Points 


Park - Ker 


47 x 31 x 2" 


S221200002 


1218.27 




47 x 31 x 2" 


S221200004 


1218.27 




47 x 31 x 2" 


S221200003 


1218.27 




47 x 31 x 2" 


S221200007 


1218.27 




55 x 35 x 2" 


S221200001 


1266.06 




55 x 35 x 2" 


S221200005 


1266.06 




55 x 35 x 2" 


S221200006 


1266.06 




55 x 35 x 2" 


S221200008 


1266.06 




ESSENCE Ftope 



PORCELANOSA 

BATH 

shower trays 





47K4" 


[5cm] 


[120cm] 






General Features 

- Made of natural stone 

Available Formats 

47 1/4" x 31 1/2" x 15/16" 

Adapted/Standards 
U.S.A. Adapted 



[10cm] 



o 



NEGRO MARQUINA BROWN STONE GREY STONE 



Shower Tray 


inches 




Code 


Points 


NEGRO MAROUINA 


47i/f x31i/?"x 


15/16" 


L173500001 


3329 


BROWN STONE 


47 1/4" x 31 V?"x 


15/16" 


L173500004 


2496 


GREY STONE 


47 1/4' x 311/?% 


15/16" 


L173500002 


2496 


CREMA ITALIA 


47 1/f x31i/?"x 


15/16" 


L179702026 


1663 


BEIGE 


47 1/f x31i/?"x 


15/16" 


L179702036 


1814 


CREMA NILO 


47 1/f x 31 i/?"x 


15/16" 


L179702022 


2268 


BLANCO ALMERIA 


47i/f x 31 i/?"x 


15/16" 


L179702021 


2268 


BLANCO ATHENAS 


47 1/4" x 31 V?"x 


15/16" 


L173500003 


2496 



CREMA ITALIA 



BEIGE 



CREMA NILO 



O O 

BLANCO ALMERIA BLANCO ATHENAS 
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SPIRIT stone 



[5cm] 



CM 



CO 



CO 



E 
o 
o 

00 



o 
o 



66%" 



[170cm] 



3& 



[8.2cm] 



General Features 

- Made of natural stone 

- Designed by A-cero 

Available Formats 

66 7/8" x 31 1/2" x 2" 



Adapted/Standards 
U.S.A. Adapted 



A-CERO DARK A-CERO GLOSS 



Shower Tray 



A-CERO DARK 



A-CERO GLOSS 



inches 



Code 



Points 



66 7/r" x 31 V?"x 2" 



L173300292 



3481 



66 7/r" x 31 V?"x 2" 



L1733QQ291 



2951 
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MENHIR «one 

Dy estudi{h}ac 



CO oo 



3 9 /ifi" 



[9cm 



3%" 



[9cm] 



Si 

r^. co 



General Features 

- Made of natural stone 

- Available with left or right corner 

- Designed by ESTUDI{H}AC 



1%" 

[5cm] 


59^6" 




[150cm] 






Available Formats 

59 1/16"x36 V4" x 2" 

Adapted/Standards 
U.S.A. Adapted 



Shower Tray 



inches 



Code 



Points 



ATHENAS / RIGHT 



59 1/1 fi " x 36 i/*"x 2" 



L179702161 



2950 



ITALIA /RIGHT 



59 i/i fi " x 36 i/V x 2" 



L1797Q2163 



2496 



ATHENAS / LEFT 



59 1/1 fi" x 36 1/4" x 2" 



L1797Q2162 



2950 



ITALIA / LEFT 



59 1/1 fi" x 36 1/4" x 2" 



L179702164 



2496 



ATHENAS 



ITALIA 
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MODUL mcrr 






15" x 15" KRION® Stone simple shelf 



15" x 15" Krion® Stone soap dish 



S8041 00009 WHITE KRION® STONE 



24.60 points 



S8041 00003 WHITE KRION® STONE 



32.50 points 



Double Shelf KRION® 



S8041 00001 WHITE KRION® STONE 



59.03 points 



Triple Shelf KRION® 



S8041 00002 WHITE KRION® STONE 



88.19 points 





15" x 15" Krion® Stone glass 



S8041 00005 WHITE KRION® STONE 



37.81 points 




Frame for Modul accessories 5" x 5" 



S8041 00024 BLACK 



S804100023 CHROME 



Frame for Modul accessories 11" x 9" 



S8041 00026 BLACK 



S804100025 CHROME 



Frame for Modul accessories 17" x 5" 



S8041 00007 BLACK 



S804100012 CHROME 



















i 


a < 















72.04 points 



128.64 points 



75.47 points 



142.69 points 



75.71 points 



151.45 points 



287 




VERTICAL K Shelving unit with central divider 31 " x 14" VERTICAL K Removable Krion® container 

5804300002 WHITE KRION® STONE 600.93 points S80430001 0 WHITE KRION® STONE 247.34 points 
S804300001 OAK 756.71 points 

VERTICAL K Shelving unit with central divider 47" x 19" 
S804300009 WHITE KRION® STONE 629.85 points 

5804300003 OAK 802.40 points 



K RACK Rectangular rack KRION® LUX 24" x 15" K SHELF Rectangular shelf KRION® LUX 11" x 5" 



S804300022 WHITE KRION® STONE 




341.86 points 


S804300015 WHITE KRION® STONE 


121.23 points 


K RACK Rectangular rack KRION® LUX 31' 


X15" 




K SHELF Rectangular shelf KRION® LUX 24" x 5" 




S804300018 WHITE KRION® STONE 




441.13 points 


S804300017 WHITE KRION® STONE 


155.73 points 


K RACK Rectangular rack KRION® LUX 47' 


X15" 




K SHELF Rectangular shelf KRION® LUX 31" x 5" 




S804300014 WHITE KRION® STONE 




568.37 points 


S804300024 WHITE KRION® STONE 


200.50 points 
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K STEPLADDER SHELF Rectangular shelf KRION® LUX 

18" x 8" 

S804300023 WHITE KRION® LUX 1100 147.70 points 

K STEPLADDER SHELF Rectangular shelf KRION® LUX 

18" x 9" 

S804300013 WHITE KRION® LUX 1100 160.50 points 

K STEPLADDER SHELF Rectangular shelf KRION® LUX 
18"x11" 

S804300019 WHITE KRION® LUX 1100 187.29 points 

K STEPLADDER SHELF Rectangular shelf KRION® LUX 
18"x13" 

S804300016 WHITE KRION® LUX 1100 189.74 points 

K STEPLADDER SHELF Rectangular shelf KRION® LUX 
18"x16" 



S804300021 WHITE KRION® LUX 1100 



244.46 points 
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PORCELANOSA 

BATH 

accessories 



HORIZONTAL K SHELVING UNIT 



S804300007 KRION LUX 
S804300011 OAK 



548.49 points 
756.56 points 



5804300004 KRION LUX 

5804300005 OAK 



610.34 points 
802.40 points 



HORIZONTAL K SHELVING UNIT 



S804300007 KRION LUX 548.49 points 

S804300011 OAK 756.56 points 

5804300004 KRION LUX 610.34 points 

5804300005 OAK 802.40 points 



PORCELANOSA 

BATH 

accessories 



K men 




K BENCH MODUL 



S804300025 KRION LUX 



572.87 
points 



PORCELANOSA 

BATH 

accessories 
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PORCELANOSA 
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accessories 



K men 



TOWEL RAIL SP CONCEPT SIMPLE 



S809500014 KRION LUX 
S804300087 KRION LUX / CHROME 



803.40 points 
1065.97 points 



TOWEL RAIL SP CONCEPT DOUBLE 



S809500013 KRION LUX 1009,29 points 

S80430008 KRION LUX / CHROME 1 303.74 points 
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MOOD 




MOOD Soap dish for shower wall 



N699520041 CHROME 
N699520040 WHITE 



185 points 
197 points 



MOOD Wall mounted toothbrush holders 



N699520019 CHROME 
N699520016 WHITE 



85 points 
93 points 



^4 



0» 




MOOD Concealed soap dispenser for countertop 



N699520039 CHROME 
N699520038 WHITE 



150 points 
160 points 

















MOOD Wall mounted tumbler holder 



N699520021 CHROME 
N699520022 WHITE 




118 points 
125 points 




WQ2 



MOOD Extra roll holder with cover 



N699520018 CHROME 
N699520020 WHITE 




335 points 
357 points 



MOOD Free standing/ wall mounted brush holder 

N699520017 CHROME 
N699520023 WHITE 



119 points 
131 points 
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FORMA 






FORMA 17 3/4" shelf FORMA Clean towel rail 

N603470008 CHROME 286 points With extra hanging rail 



N643000009 CHROME 388 points 
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FORMA Robe hook 



N603470011 CHROME 



2l« 



FORMA Wall mounted oap dispenser 



67 points 



FORMA 




FORMA 23-5/8" towel rail 



N643000008 CHROME 



FORMA 17 3/4" towel rail 



N643000005 CHROME 



163 points 



N699520024 CHROME 



PORCELANOSA 

BATH 

accessories 




229 points 



219 points 



32" 



FORMA Wall mounted soap dish 



N643000007 CHROME 




FORMA Roll holder without cover 



N643000010 CHROME 



53 





□ 




CO 


416 





155 points 




133 points 




FORMA Wall mounted tumbler holder 



N643000011 CHROME 







"1 


(II) 



(=) 



FORMA Wall mounted brush holder 



N643000013 CHROME 



155 points 



r i 



175 points 



299 




N642000014 WHITE 229 points 



GIRO 15 3/4" towel rail 



N642000016 CHROME 
N642000013 WHITE 



174 points 
193 points 



GIRO 19 3/4" towel rail 



N642000018 CHROME 
N642000015 WHITE 



193 points 
211 points 






GIRO Wall mounted soap dispenser 



N642000022 CHROME 
N642000020 WHITE 



129 points 
143 points 



GIRO Wall mounted tumbler holder 



N642000024 CHROME 
N642000023 WHITE 



128 points 
141 points 




4 



GIRO Roll holder without cover 



N642000012 CHROME 
N642000010 WHITE 



107 points 
118 points 



GIRO Free standing/ wall mounted brush holder 

N699520017 CHROME 133 points 

N699520023 WHITE 147 points 



300 





"fe n r 



ARQUITECT 17 3/4" towel rail 



N644000011 CHROME 
N644000009 WHITE 



164 points 
179 points 




116" 



1*" 







r 




^ J 



ARQUITECT Robe hook 



N644000006 CHROME 
N644000007 WHITE 



57 points 
63 points 




ARQUITECT 17 3/4" shelf 



N644000014 CHROME 
N644000015 WHITE 



113 points 
124 points 



ARQUITECT 23 5/8" towel rail 



cofe n r 



1 



£3 



N644000008 CHROME 
N644000010 WHITE 



186 points 
206 points 



ARQUITECT Roll holder without cover 



N644000013 CHROME 
N644000012 WHITE 



103 points 
114 points 



1 

















ARQUITECT Wall mounted tumbler holder 
N644000018 CHROME 
N644000019 WHITE 



101 points 
111 points 



301 



URBAN C 





URBAN C 19 3/4" towel rail 



N603470004 CHROME 
N603470015 WHITE 



219 points 
242 points 



URBAN C 19 3/4" two arm towel rail 



N603470005 CHROME 
N603470026 WHITE 



253 points 
278 points 




[7 




URBAN C 23-5/8" towel rail 



N603470003 CHROME 
N603470019 WHITE 



228 points 
251 points 



URBAN C 23 5/8" two arm towel rail 



N603470002 CHROME 
N603470023 WHITE 



274 points 
303 points 




T 



URBAN C Clean towel rail with extra hanging rail 

N603470010 CHROME 397 points 

N603470016 WHITE 438 points 



302 



PORCELANOSA 

BATH 

accessories 




URBAN C Robe hook 



N603470001 CHROME 
N603470017 WHITE 



52 points 
57 points 



URBAN C 






O 



URBAN C Towel holder 



N603470006 CHROME 
N603470024 WHITE 



99 points 
109 points 



URBAN C Spare roll holder 



N603470007 CHROME 
N603470022 WHITE 



101 points 
111 points 




316" 



URBAN C Wall mounted soap dispenser 



N603470014 CHROME 
N603470025 WHITE 



K 



it 



99 points 
109 points 



□ 



URBAN C Wall mounted tumbler holder 



N603470013 CHROME 
N642000023 WHITE 



83 points 
91 points 




URBAN C Roll holder with cover 

N603470012 CHROME 131 points 

N603470021 WHITE 145 points 




URBAN C Soap dish 

N603470009 CHROME 83 points 

N603470018 WHITE 91 points 



303 



DUNE Robe hook 



N634020001 POLISHED CHROME 
N634560011 BRONZE 
N634560008 GOLD 




DUNE Towel holder 



N634051201 POLISHED CHROME 
N634560016 BRONZE 
N634560017 GOLD 





68 points 
80 points 
80 points 





DUNE Wall mounted soap dish 



N634310001 POLISHED CHROME 
N634560010 BRONZE 
N634560015 GOLD 



92 points 
108 points 
108 points 



^7 



78 points 
105 points 
105 points 



DUNE 23-5/8" towel rail 



PORCELANOSA 

BATH 

accessories 






m 1 4 m 




DUNE Wall mounted tumbler holder 



N634560001 POLISHED CHROME 
N634560023 BRONZE 
N634560021 GOLD 



C\|Jr I 



















N634051001 POLISHED CHROME 


131 points 


N634560014 BRONZE 


155 points 


N634560013 GOLD 


155 points 


DUNE 17-11/16" towel rail 




N634050901 POLISHED CHROME 


128 points 


N634560009 BRONZE 


151 points 


N634560012 GOLD 


151 points 



^7 







co|co 










cow 











78 points 
105 points 
105 points 




DUNE Roll holder without cover 



N634111601 POLISHED CHROME 
N634560019 BRONZE 
N634560022 GOLD 





13" 




1 H 


„1l6 , 


816" 



76 points 
93 points 
93 points 





DUNE Wall mounted brush holder 



N634330001 POLISHED CHROME 
N634560018 BRONZE 
N634560020 GOLD 



139 points 
177 points 
177 points 



305 



PORCELANOSA 

BATH 

accessories 



QUATRO Robe hook 



N641 020001 




QUATRO Towel holder 



N641051201 



38 points 




88 points 



QUATRO 




116" 



116' 



QUATRO 23-5/8" towel rail 



N641051001 

QUATRO 17-11/16" towel rail 



N641 050901 



114 points 



95 points 



24" m 

3T6" 




QUATRO Wall mounted soap dish 



N641310001 




75 points 



QUATRO Wall mounted tumbler holder 



N641 360001 



75 points 





QUATRO Roll holder without cover 



N641111601 



59 points 



QUATRO Wall mounted brush holder 



N641 330001 



100 points 



307 




NANTES 23-5/8" towel rail 



N640057001 



110 points 



NANTES 



PORCELANOSA 

BATH 

accessories 



NANTES Wall mounted soap dish 





N640310001 



64 points 




NANTES 2 arm towel rail 



N640530001 



125 points 




17* 




fc= 




4. * 






, 2T6" t 




NANTES Clean towel rail with extra hanging rail 
N640080001 



265 points 



NANTES Wall mounted tumbler holder 



N640560001 



64 points 






NANTES Wall mounted brush holder 



N640330001 



93 points 



NANTES Roll holder without cover 



N640111501 



50 points 



309 




lift 



HOTELS 



PORCELANOSA 

BATH 

accessories 



HOTELS 11-13/16" towel rail 



N643000016 




HOTELS 23-5/8" towel rail 



N648000005 



20^" 








T 





47 points 



54 points 





HOTELS 27-9/16" towel rail 



N643000033 

HOTELS 17-11/16" towel rail 



N648000003 



X 





24§" 










T 









3 

144" 











67 points 



52 points 





MJ .CM 



HOTELS Towel holder 



N648000004 



45 points 



HOTELS 23-5/8" double towel rail 



N643000018 



85 points 




316" 




HOTELS 27-9/16" double towel rail 



N643000022 



90 points 



HOTELS Tumbler holder 



N643000020 



38 points 



311 




3x 



HOTELS 



HOTELS Clean towel rack 



N643000021 



115 points 



PORCELANOSA 

BATH 

accessories 




/1; K 




416" 



HOTELS Clean towel rack with extra hanging rail 

N648000007 



197 points 



HOTELS Spare roll holder 



N643000028 



49 points 




t 



-Q- 



HOTELS Roll holder without cover HOTELS Roll holder with cover 

N648000006 32 points N643000025 41 points 

5^" 




HOTELS Brush holder HOTELS Double roll holder 

N643000024 49 points N643000026 58 points 



313 



HOTELS 





HOTELS 17 3/4" shelf 



r 



N643000036 GLASS/ POLISHED CHROME 



62 points 



HOTELS 23 5/8" shelf 



N643000035 GLASS/ POLISHED CHROME 



68 points 





HOTELS 2 arms magnifying mirror 



N81 3880002 CHROME 



153 points 




HOTELS Double tumbler holder 



N64300001 9 CHROME 





65 points 



SJTl 





HOTELS Wall mounted soap dispenser 



N640560003 POLISHED CHROME 



88 points 



HOTELS Wall mounted soap dispenser for countertop 



N643000034 POLISHED CHROME 



82 points 



314 



PORCELANOSA 

BATH 

accessories 



HOTELS 



HOTELS Wall/free standing brush holder 



N643000027 



66 points 





315 




316 



PORCELANOSA 

BATH 

accessories 



1116" 



108" 



e 9 




EASY 11 13/16" grab rail 



N61 701 3245 STAINLESS STEEL 

N61 701 3245 STAINLESS STEEL WHITE EPOXY 



105 points 
88 points 




0 



€= 



154" 



9 

14T6" 




^ 11 „ 

19T6" 




5 



182" 




EASY 15 3/4" grab rail 



N61 701 0945 GLOSS STAINLESS STEEL 

N61 701 0996 GLOSS STAINLESS STEEL ANTI-FINGER- 
PRINT 

N61 701 0997 STAINLESS STEEL WHITE EPOXY 



115 points 
115 points 
94 points 



EASY 19 11/16" grab rail 



N61 701 2845 GLOSS STAINLESS STEEL 

N617012896 GLOSS STAINLESS STEEL ANTI-FINGER- 
PRINT 

N61 701 2897 STAINLESS STEEL WHITE EPOXY 



123 points 
123 points 
103 points 




238" 



2216" 




f 



EASY 23 5/8" grab rail 



N61 701 1045 GLOSS STAINLESS STEEL 

N61 701 1096 GLOSS STAINLESS STEEL ANTI-FINGER- 
PRINT 

N61 701 1097 STAINLESS STEEL WHITE EPOXY 



132 points 
132 points 
110 points 



EASY 31 1/2" grab rail 



N61 701 7045 GLOSS STAINLESS STEEL 

N617017096 GLOSS STAINLESS STEEL ANTI-FINGER- 
PRINT 

N61 701 7097 STAINLESS STEEL WHITE EPOXY 



153 points 
153 points 
119 points 





EASY 39 3/8" Easy grab rail 



N61 701 6745 GLOSS STAINLESS STEEL 

N61 701 6796 GLOSS STAINLESS STEEL ANTI-FINGER- 
PRINT 

N61 701 6797 STAINLESS STEEL WHITE EPOXY 



170 points 
170 points 
154 points 



EASY 47 1/4" Easy grab rail 



N61 701 6345 GLOSS STAINLESS STEEL 

N61 701 6396 GLOSS STAINLESS STEEL ANTI-FINGER- 
PRINT 

N61 701 6397 STAINLESS STEEL WHITE EPOXY 



198 points 
198 points 
173 points 



317 



PORCELANOSA 

BATH 





Vertical mirror with smooth and rounded edges, 17-11/16" x 
35-7/16" 



N823800857 



191 points 



17-11/16" x 35-7/16" vertical mirror with aluminium frame 



N805070857 



162 points 




25. 



9„ 
16 





COMPACT Mirror 25-9/16" x 15-3/4" 



N840000007 



019-11/16" round mirror 



189 points N81 2366458 



326 points 






17 3/4" ' 




23 5/8" 



MIRROR 35 3/8" x 17 3/4" steel frame 



G1 01 200089 



MIRROR 23 5/8" x 31 1/2" steel frame 



308 points G1 01 200092 



317 points 



23 5/8" 

























00 








35 5/8" 



MIRROR 23 5/8" x 18 7/8" 



G1 01 200224 



MIRROR 35 3/8" x 18 7/8" 



221 points G1 01 200225 



262 points 



321 



PORCELANOSA 

BATH 







LOUNGE 31-8/16"x 39-1/4" mirror 
With light strip illuminated by LEDs 



N859000053 



773 points 



LOUNGE 43 1/4" x 27 9/16" mirror 
With light strip illuminated by LEDs 



N859000054 



855 points 





LOUNGE 19-3/4" x 63" mirror 
With wooden frame 



N859000055 MIRRORED/ WHITE 



670 points 



39-3/8" x 27-9/16" oval mirror 



N863000001 WHITE 
N863000002 BLACK 
N863000002 WHITE /GOLD 



534 points 
534 points 
534 points 





43T6" 




DINASTY Vertical mirror 27-9/16" x 43-5/16" 

N866000001 WHITE 682 points 

N866000004 BLACK 682 points 



DINASTY Horizontal mirror 43-5/16" x 27-9/16" 

N866000002 WHITE 682 points 

N866000003 BLACK 682 points 



323 



PORCELANOSA 

BATH 




ARQUITECT mirror 

43-1/4" wide x 19-3/4" high, with an integrated shelf. - mirrored glass 
/ white 



N862000002 



577 points 




LOUNGE 23 5/8" round mirror 
With lacquered frame 



N859000050 MIRRORED GLASS/ BLACK 
N859000037 MIRRORED GLASS/ WHITE 



564 points 
564 points 






LOUNGE 31 1/2" round mirror 
With lacquered frame 



N859000018 MIRRORED GLASS/ BLACK 
N859000017 MIRRORED GLASS/ WHITE 



645 points 
645 points 



LOUNGE 31 1/2" round mirror 
Dark color frame 



N859000057 MIRRORED GLASS/ BLACK 



569 points 







FORMA 23 5/8" round mirror 



N850000973 



181 points 



FORMA 23 5/8" round mirror 
With light 



N850000972 



824 points 







HOTELS 31 8/16" x 27 9/16" mirror 
With light strip illuminated by LEDs 



N899999880 



HOTELS 43 1/4" x 27 9/16" mirror 
With light strip illuminated by LEDs 



582 points 



N899999881 



637 points 



324 




Minimum order of 10 units 




Polished border. Available in different measures 



| | polished border | | aluminium frame 

Polished border. Available in different measures 



N834791357 


27-9/16" x 15-3/4" 


197 points 


N806070757 


11-13/16" x 35-7/16" 


127 points 


N806060957 


31-1/2" x 19-11/16" 


151 points 


N806070857 


17-11/16" x 35-7/16" 


144 points 


N806060857 


35-7/16" x 17-11/16" 


203 points 


N806070957 


19-11/16" x 31-1/2" 


147 points 


N806061057 


39-3/8" x 19-11/16" 


160 points 


N806071057 


19-11/16" x 39-3/8" 


156 points 



N806060057 



55-1/8" x 17-11/16" 



218 points 



N806004857 



15-3/4" x 15-3/4" 



120 points 



325 



33 7/16" 



1 1 13/16 




9-13/16" x 9-13/16" x-25 9/16" wall mounted corner cabinet 
with mirror door 



N81 2364658 



473 points 



12-5/8" x 5-7/8" x 59-1/16" wall mounted cabinet with mirror 
door 



N81 2364758 



774 points 




1 2 5/8" 5 7/8" 



64 i 



22-1/16" x 5-7/8" x 24-7/16" mirror cabinet with sliding doors 



N81 2367958 



661 points 



Floor standing swivel mirror cabinet with shelves 

N81 2358358 



833 points 



19-11/16" diameter round mirror cabinet 



16" 
I / 


























28 ^ 58 _ 





N81 2366458 



326 points 



17-11/16" x 5-7/8" x 7-1/2" square mirror cabinet 
N81 2366558 



312 points 





1 4" 



^13,, 






LOCO 
CM 
CNJ 


CO 










00 CD 








oo 



31-1/2" x 14-9/16" horizontal mirror+shelves 

N806252757 



217 points 



14-9/16" x 31-1/2" vertical mirror+shelf 



N806262757 



194 points 



326 



PORCELANOSA 

BATH 

mirrors 




13-3/4" x 11-13/16" x 31-7/8" cabinet 
On wheels with frosted glass door 



N811352754 STAINLESS STEEL 



607 points 



17-3/4" x 5-1/2 x 13-3/4" wall mounted cabinet 
With frosted or mirror door 

N81 2364554 MIRRORED GLASS/ MATTE STEEL 335 points 

N81 2364558 MIRRORED GLASS/ POLISHED CHROME 335 points 





18-5/16 x 5-1/2" x 25-9/16" wall mounted 2 door cabinet 
With frosted glass door 



N812364454 POLISHED CHROME 



503 points 





9-13/16" x 5-1/2" x 29-9/16" wall mounted cabinet 
With frosted or mirror door 

N81 2364354 MIRRORED GLASS/ MATTE STEEL 396 points 

N812364358 MIRRORED GLASS/ POLISHED CHROME 396 points 






towel warmers 




I I 



PORCELANOSA 

BATH 

towel warmers 



18T6"(L) 



LIS REFLEX 



Size: 13 7/8" x 70 7/8" - electric 



N506000005 STEEL 



3519 points 



CD 



X 

T-jco 



STEEL 



Lin 


18 5/16" 


I in 


21-5/8"/ 69-5/16" 


H in 


71-11/16" 


Tubo N 9 / Bars 




W 


750 


Fij. N 9 / Fixings 


4 



331 



PORCELANOSA 

BATH 

towel warmers 



MOO 
O 
1^ 



0l]"x1,5 



3 

28" 



138" 



01"X1||"X^" 



3 

28" 



ESSENCE C 



Towel warmers hangers included Size: 13 7/8" x 70 7/8" - 
electric 



N543000040 CHROME 
N543000039 WHITE 
N543000041 BLACK 



CHROME WHITE 



BLACK 



Extra hangers 



N523131210 CHROME 
N523131209 WHITE 
N5231 31 208 BLACK 



1014 points 
788 points 
823 points 



133 points 
133 points 
190 points 





CR 


BL 


N 


Lin 


13-7/8" 


13-7/8" 


13-7/8" 


I in 








H in 


70-3/4" 


70-3/4" 


70-3/4" 


Tubo N 2 / Bars6 




66 




W 


750 


750 


750 


Fij. N 2 / Fixings 


44 




4 




333 



PORCELANOSA 

BATH 

towel warmers 



19i6"(L) 



CO 00 

CO 



C0|CD 



182"(l) 



INOX LUX 



Size: 19-11/16" x 39-3/8" - 750W 



N535000074 



2459 points 



SATIN 
STEEL 



Lin 


19-11/16" 


I in 


18-1/2" 


H in 


39-3/8" 


Tubo N 2 / Bars 


12 


W 


750 


Fij. N 9 / Fixings 


4 




~ 

















■ 



334 



PORCELANOSA 

BATH 

towel warmers 



23§"(L) 



22^"(l) 



CNJ 
CO 



INOX SCALA 



[A] Size: 19 11/16" x 31 1/2" 



N535000072 



1210 points 



g] Size: 23-5/8" x 47-1/4" 



N535000073 



1481 points 



18^(1) 



MOO 
CM 



SATIN 
STEEL 



Lin 


23-5/8" L in 


19-11/16" 


1 in 


22-7/16" I in 


18-1/2" 


H in 


47-1/4" H in 


31-1/2" 


Tubo N 2 / Bars 


8 


Tubo N 9 / Bars 


6 


W 


400 


W 


400 


Fij. N 9 / Fixings 


4 Fij. N 9 / Fixings 


4 




- - I . "•■ ™ 



335 



PORCELANOSA 

BATH 

towel warmers 



INOX MIN 



23§"(L) 



Size: 23-5/8" x 16-15/16" - 300W 

N535000002 1024 points 



O 

SATIN 
STEEL 



Lin 


23-5/8" 


I in 


19-11/16" 


H in 


16-15/16" 


Tubo N 9 / Bars 


8 


W 


300 


Fij. N 9 / Fixings 


4 




337 



PORCELANOSA 

BATH 

towel warmers 



1 q3J"(l) 




x 

LO 



19^"(L) 





Size: 19 11/16" x 37 3/8" - 400W 



N537000057 CHROME 
N537000056 WHITE 



Size: 19 11/16" x 51 3/16" - 750W 



759 points 
541 points 



N537000055 CHROME 
N537000054 WHITE 



o o 



CHROME WHITE 



880 points 
605 points 



339 



PORCELANOSA 

BATH 

towel warmers 



CONTRACTS C 




18S"(I) 



1] 



ID 





Lin 


19-11/16" 


Lin 


19-11/16" 


1 in 


18-1/8" 


I in 


18-1/8" 


H in 


28-3/4" 


H in 


44" 


Tubo N 2 / Bars 


16 


Tubo N 9 / Bars 


23 


W 


400 


W 


400 


Fij. N 9 / Fixings 


4 


Fij. N 9 / Fixings 


4 



[A] Size: 19 11/16" x 28 3/4" - 400W 



N539000098 POLISHED CHROME 
N539000095 WHITE 

® Size: 19 11/16" x 44" - 400W 



N539000102 POLISHED CHROME 
N539000097 WHITE 

\C\ Size: 19 11/16" x 28 3/4" - 400W 



N539000096 POLISHED CHROME 
N539000100 WHITE 

S Size: 19 11/16" x 44 1/8" - 400W 



N539000101 POLISHED CHROME 
N539000099 WHITE 

\E\ Size: 19 11/16" x 59 1/16" - 750W 



N539000182 POLISHED CHROME 
N539000181 WHITE 



CHROME 



589 points 
393 points 



668 points 
430 points 



545 points 
367 points 



630 points 
405 points 



579 points 
357 points 



WHITE 



19^"(L) 



19^"(D 



19Tehl_) 





CD 
LO 




3l" 



18S"(I) 
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PORCELANOSA 

BATH 

USA locations 



CANADA 

Brampton 

170 Steelwell Road, Unit 102 
Brampton, Ontario L6T5T3, CA 

Phone: 416.572.8625 

CALIFORNIA 

Anaheim 

1301 S. State College Blvd. Suite E 
Anaheim, CA 92806 

(Cross streets: State College Blvd. & Ball Rd.) 
Phone: 714.772.3183 

San Francisco 

78 Division Street 

San Francisco, CA 94103 

Phone: 415.593.7763 
San Jose 

391 East Brokaw Road 
San Jose, CA95112 

Phone: 408.467.9400 

West Hollywood 

8900 Beverly Blvd. Suite 101 
West Hollywood, CA 90048 

Phone: 310.300.2090 



COLORADO 

Denver 

Denver Design District 
(Open to the Public ) 
601 S Broadway 
Denver, CO 80209 

Phone: 303.802.3210 



CONNECTICUT 

Greenwich 

1063 E. Putnam Ave 
Greenwich, CT 06878 

Phone: 203.698.7618 



FLORIDA 

Miami 

8700 NW 13th Terrace 
Miami, FL 33172 

Phone: 305.715.7153 

Pompano Beach 

3400 N. Powerline Road 
Pompano Beach, FL 33069 

Phone: 954.968.7666 

GEORGIA 

Atlanta 

Atlanta Decorative Arts Center 
(Open to the Public) 

349 Peachtree Hills Avenue NE Suite B2 
Atlanta, GA 30305 

Phone: 404.973.0640 



ILLINOIS 

Chicago 

Luxe Home at the Merchandise Mart 
(Open to the Public) 
222 Merchandise Mart Plaza Suite 149 
Chicago, IL 60654 

Phone: 312.204.6220 



MARYLAND 

North Bethesda 

11500 Rockvi lie Pike 
North Bethesda, MD 20852 

Phone: 301.294.8193 
Rockville 

(Warehouse / Distribution & Outlet) 
701 Dover Road Unit B 
Rockville, MD 20850 

Phone: 301.294.8193 



342 



PORCELANOSA 

BATH 

USA locations 



MASSACHUSETTS 

Boston 

Boston Design Center 
(Open to the Public) 
1 Design Center Place Suite 505 
Boston, MA 02210 

Phone: 617.963.7666 



NEW JERSEY 

East Brunswick 

252 Route 18 North 
East Brunswick, NJ 08816 

Phone: 732.613.1915 

Paramus 

65 Route 17 South 
Paramus, NJ 07652 

Phone: 201.712.0556 
Ramsey 

(Corporate Headquarters) 

600 Route 17 North 
Ramsey, NJ 07446 

Phone: 201.995.1310 



NEW JERSEY 

East Brunswick 

252 Route 18 North 
East Brunswick, NJ 08816 

Phone: 732.613.1915 



Manhattan 

New York Design Center 
(Open to the Public) 
200 Lexington Avenue, Suite 609 
New York, NY 10016 

Phone: 212.252.7370 

Westbury 

775 Old Country Road 
Westbury, NY 11590 

Phone: 516.338.0097 



PENNSYLVANIA 

King Of Prussia 

645 W. DeKalb Pike (US Route 202) 
King Of Prussia, PA 19406 

Phone: 484.751.0050 



TEXAS 

Dallas 

Decorative Design Center 
1617 Hi Line Drive Suite 4 15 
Dallas, TX 75207 

Phone: 214.377.2327 
Dallas 

Showroom & Distribution Center 
(Open to the Public) 
11639 Emerald Street Suite 100 
Dallas, TX 75229 

Phone: 469.310.2870 



NEW YORK 

Manhattan 

(Flagship Store Opening 2014) 
202 Fifth Avenue 
New York, NY 10010 

(Intersection: Fifth Ave., Broadway, & E. 25th St.) 
Phone: Coming Soon 
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Email: info@porcelanosa-usa. com 
Phone: 877.PORSA.US 
www.porcelanosa-usa. com 
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PORCELANOSA S.A. reserves the right to modify and/or 
discontinue certain models displayed in this catalogue. The 
colours of pieces displayed herein may differ slightly from 
originals. The settings shown in this catalogue are design 
proposals for advertising purposes. In real situations in wich 
the tiles are laid, the instalation instructions published by 
PORCELANOSA should be followed. 

2014 PORCELANOSA 

The contents of this catalogue are protected by virtue of the 
Spanish Intellectual Property Act, Royal Legislative Decree 
1/1996. The partial or total reproduction of this catalogue, 
without the express authorisation of PORCELANOSA is 
punishable under the Spanish Criminal Code. 
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